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PREFACE 


This manual describes the Integrated Computer-Aided Engineering and Manufacturing 
Facilities software (ICEM Facilities) which Is executed under the control of the Network 
Operating System (NOS). ICEM Facilities Is an application of ICEM Design/Drafting, 
formerly known as CD/ 2000, utilities which aid In the creation of facilities layout 
drawings. The ICEM Facilities release Includes: 

• Six customized user-defined tablet overlays. 

• A set of GPL programs. 

• ICEM Design/Drafting pattern libraries. 

• FORTRAN 5 program report generator. 

• NOS procedure files for program execution. 

• Example layouts. 

• HVAC capability. 


AUDIENCE AND ORGANIZATION 

The following sections support the facility designer and manager. 

Section 1 , INTRODUCTION, provides lists featuring ICEM Facilities software program 
capabilities and the design and drafting functions required by facility planners. 

Section 2, ICEM FACILITIES EXAMPLE LAYOUT, provides an annotated, executable example as a 
training tool for program users. The example, which Is contained on a trace file, differs 
markedly from the normal operation of ICEM Facilities In that the tablet pages are not 
attached to ICEM Facilities at the time the trace file Is used. Therefore, the trace 
file cannot run when the tablet pages are attached. This section also Includes a 
step-by-step description for creating a facility layout. 

Section 3, OPERATOR INTERFACE, describes the design and drafting functions available to the 
planner on each of the six tablet overlays. MGRl and MGR2 tablet overlays are Intended to 
support the facility manager. 

The general procedure to execute ICEM Facilities Is located In Appendix L rather than the 
main body of the text. 

The appendixes contain supplementary Information for the support programmer as well as the 
facility designer and manager. 
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RELATED PUBLICATIONS 


Publication 

Publication Number 

ICEM Design/Drafting Introduction and System Controls 60457130 

ICEM DDN System Programmer's Reference Manual for NOS 60458560 

ICEM Design/Drafting Data Management 60461410 

ICEM Design/Drafting Basic Construction 60461420 

ICEM Design/Drafting Drafting Functions 60461440 

ICEM Design/Drafting GPL Programming Language 60462520 
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Vol. 3 System Commands 60459680 

NOS Full Screen Editor User's Guide 60460420 

ICEM Tablet Overlay 60458080 


CONVENTIONS 

Since ICEM Facilities is based on ICEM Design/Drafting, knowledge of ICEM Design/Drafting 
is assumed for this manual. Refer to the ICEM Design/Drafting manual set for further 
explanation. 

ICEM Design/Drafting, on which ICEM Facilities operates, is a menu driven product. The 
ICEM Design/Drafting manual set uses the same menu structure in organizing the product 
description. One of the control keys in the ICEM Design/Drafting program is the letter F, 
which normally returns you to the master menu. In this manual most ICEM Design/Drafting 
command menu strings assume you are at this start point, unless the text refers to a 
particular prompt. 

In general, all references to the ICEM Design/Drafting manual set and the ICEM DDN System 
Programmer's Reference Manual for NOS will be referred to without the F prefix. 

In this manual, tablet pick refers to the following: 

o The action of picking a tablet square. 

o The tablet square itself. 

The distinction between a tablet square and a tablet pick is important only when a tablet 
page is being programmed or a tablet overlay is being created as a drawing. 
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DISCLAIMER 


This product is intended for use only as described in this document. Control Data 
Corporation cannot be responsible for the proper functioning of undescribed features or 
parameters . 
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INTRODUCTION 


1 


The ICEM Facilities software package: 

• Creates basic building plans. 

• Generates a construction cost estimate. 

• Generates a bill of materials for open office components and furniture. 

• Generates output plots on any of the over 150 plotter /controller combinations 

supported by ICEM through UNIPLOT. 

The purpose of ICEM Facilities is to aid in the architectural design of office buildings and 
in construction drawing. The ICEM Facilities program provides the following design and 
drafting functions required by facility planners: 

• Multilevel construction planning. ICEM Facilities allows multiple level 
construction (shell structure, HVAC, electrical, furniture, and so forth). This 
allows for: 

Color differentiation. t 

Blank/unblank or plotting to be performed on a specific level or combination of 
levels. 

A pattern library for office construction. ICEM Facilities contains a pattern 
library for Haworth Open Office construction. This library is easily modified 
to meet the needs of the customer. For example, Steelcase construction could be 
added to the existing library. 

Construction macros for walls, doors, windows and other elements. Since the 
construction macros were developed using the ICEM Graphics Programming Language 
(GPL), they are easily modified. Similar capabilities can be added to the 
application, 

A library of standard interior construction symbols. ICEM Facilities contains 
an updatable pattern library for interior construction symbols (light fixtures, 
new construction or remove construction indicators, and so forth), 

ICEM Facilities is available for use on CYBER 170 Series 700, Series 800 and 17x computer 
systems with NOS, ICEM Design/Drafting is a prerequisite to, and the base application for, 
ICEM Facilities. Output plots can be generated on any of the over 150 plotter/controller 
combinations supported through UNIPLOT, 

The ICEM Facilities package can be customized according to your standards of construction 
and design. Programs can be tailored, pattern libraries updated, and GPL functions modified 
or added according to your needs. Report data bases and reports may also be tailored. 


tA terminal dependent feature. 
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A GENERAL STATEMENT OF TABLET USE 


ICEM Facilities can have up to two defined tablet pages or overlays in addition to the fixed 
overlay present on the ICEM Design/Drafting tablet. Using the tablet pen you can activate 
any of the ICEM Design/Drafting overlays listed at the top of the fixed overlay (BFU, BFL, 
AD, DFT, N/C, DBM, DC, SCI, SC2) as well as ICEM Facilities overlays (FACl , LAYl , HAWl , MGRl 
and MG£12, and ROFFl). 

As Illustrated below, the tablet can contain up to three tablet overlays: 

• A fixed page present on the tablet overlay. 

• A user definable tablet overlay. 

• A second user definable tablet overlay. 


FIXED OVERLAY 


USER DEFINABLE TABLET OVERLAY— UPPER 


USER DEFINABLE TABLET OVERLAY— LOWER 


Figure 1-1. The Three Tablet Overlays on the Tablet 


Examine the fixed tablet overlay. The tablet picks shown on this overlay represent key 
operations available through all ICEM Facilities functions. 

Remove the ICEM Facilities tablet overlays located in appendix C. Use these overlays to 
study the tablet picks discussed in section 3. An ICEM Design/Drafting GPARTS file named 
FACGPRT, provided as part of ICEM Facilities, contains drawings of the tablet overlay. 

These drawings can be accessed using the LAYl tablet picks RESTORE FACl LAYl, RESTORE ROFFl, 
RESTORE HAWl, and RESTORE MGRl MGR2. Your site programmer can reproduce extra overlays when 
needed. Specific steps to change overlays are described in appendix L. Figure 1-2 
illustrates the overlay access built into ICEM Facilities. 


1-2 
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R0FF1 


LAY1 


Figure 1-2. Overlay Access 


ICEM Facilities software package is tablet menu driven. That is, ICEM Facility graphic 
programs are activated on a tablet overlay, which is placed on the tablet menu surface. 
(See figure 1-3.) 



Figure 1-3, A Depiction of ICEM Components 
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ICEM FACILITIES EXAMPLE LAYOUT 


2 


GENERAL APPROACH USED 

This section of the manual is composed of two subsections: 

• TRACE FILE EXECUTION illustrates how a facilities layout is created. 

• EXAMPLE FACILITIES LAYOUT STEP-BY-STEP DESCRIPTION demonstrates how to create the 
facilities layout illustrated in the TRACE FILE subsection. 

The following is a description of an example facilities layout. This is only one approach 
to using ICEM Facilities. The general approach to this layout is first to set up the work 
by initializing the part. Part initialization sets the scale factor and activates the 
grid. When the work space is set up, the permanent structure layout is completed, and the 
interior walls constructed. When the permanent structure is finished, office furniture is 
placed on the layout. Finally new construction is planned with the addition of new 
construction walls and symbols. 

This example has been kept simple to make it short. You can contrast this problem to some 
of the more complex layouts provided on the ICEM Facilities GPARTS file named FACGPRT. 
These layouts may be accessed using the LAYI tablet picks RESTORE ETC DEMO and RESTORE CDC 
LAYOUT. 


TRACE FILE EXECUTION 

The following example layout has been prepared on a trace file named EXAMPLE, Refer to the 
ICEM Design/Drafting Introduction and System Controls manual for more information on trace 
files. 


NOTE 


This trace file is not a facility function, 
and a tablet overlay cannot be attached when 
running it. 


The EXAMPLE trace file Illustrates how a facilities layout is created. To run the trace 
file, follow these steps. 

1 . Log in to a graphics terminal with ICEM Facilities installed by or available to the user 
name. Login procedures vary with the type of installation you are using. Refer to the 
NOS Version 2 Reference Set, Volume 1 or 2, depending on whether your application is 
interactive or batch. 

2. Execute the command BEGIN , EXTRACE , ICEMF AC . 
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This procedure was written assuming that 
ICEM Design/Drafting, Version 1.60, Is 
stored as a direct access file named ICEMDDN 
on user name APPLLIB. This procedure also 
assumes a direct access file named GOLIB Is 
on user name APPLLIB. If these assumptions 
are incorrect, you must change lines 7 
through 9 of the procedure EXTRACE in file 
ICEMFAC to specify the file name and user 
name in use. 


3. Answer the prompts; 

a. BAUD RATE 

b . TERMINAL CONFIGU^TION 

(Specific, for your terminal) 

(A tablet cannot be attached when running this trace file.) 

c. ENTER PART NAME 

EXAMPLE 

d. SHEET NUMBER 

1 

e. NEW PART ASSUMED 
UNITS OF MEASURE 

2 

f. DRAFTING STANDARD 

1 

A, When the main menu appears, enter the ICEM Design/Drafting command menu string: 
F.1.17.A.EXT 


The trace file is now running and will pause when the part on the screen matches the figures 
on the following pages. Enter a carriage return to continue running the trace file. 

Upon completion of the trace file, you are encouraged to experiment with the part. 

Different levels of the part may be viewed by using the BLANK and UNBLANK menu selections 
(F.2). 

You may terminate the session by entering the command: 


F.A.7.Y 


2-2 


60461690 03 




EXAMPLE FACtUTIES LAYOUT STEP-BY-STEP DESCRIPTION 


The following will guide you through the process of creating a facility floor plan as 
simulated by the trace file. Before preceding with this section, run the trace file to see 
how the facility floor plan is created in this section. 

Create the floor plan by fol’. .wing the step-by-step descriptions and the trace file 
Illustrations in this section. Refer to section 3 of this manual for descriptions of the 
tablet picks. The procedure to execute ICEM Facilities is located in appendix L rather than 
in the main body of this reference manual. 


STEP 1 - INITIAUZE PART 

Enter ICEM Design/Drafting and attach the FACl and LAYl tablet overlays as described in the 
ICEM Facilities setup procedure in appendix L, then initialize the part file (FACl tablet 
pick INITIALIZE PART FILE). 


STEP 2 - SET GRID PARAMETERS 

Set the grid parameters. The parameters for this example are set at 48" by 48". Activate 
and display the grid (FACl tablet picks GRID", GRID ACTIV., GRID DISP.). 
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STB> 5 - TRIM WALLS 


Trim the line entities that make up the interior walls. See figure 2-3 (FACl tablet pick 
TRIM CURVES MIDDLE). Connect line entities to complete the tee in the wall. See figure 2-3 
(FACl tablet pick LINE JOIN CURVES). 



Figure 2-3. The Interior Wall Layout with Line Entities Trimmed 


2-6 


60461690 03 



STB> 6 - OFFICE FURNITURE 


Place the office furniture in the office layout on level 7 by retrieving patterns from the 
tablet overlay ROFFl. See figure 2-4. Attach ROFFl with tablet pick CHANGE PAGE OFFICE 
FURNITURE (ROFFl) from tablet overlay LAYl. Use FACl tablet pick SET LEVELS to change 
levels. Refer to the description of the ROFFl tablet overlay picks in section 3 of this 
manual . 



Figure 2-4. The Placement of Office Furniture 
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STB> 7 - NEW CONSTRUaiON WALLS 


New construction walls are created and placed on level 101. See figure 2-5 (FACl tablet 
pick SET LEVELS and LAYl tablet pick BEGIN LAYOUT). 



Figure 2-5. The New Construction Walls 
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STB> 8 - NEW CX)NSTRUCTION SYMBOLS 


New construction symbols were added. See figure 2-6 (LAYl tablet picks NEW WALL SYMBOLS and 
NEW DOOR SYMBOLS). 
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Figure 2-6. The New Construction Symbols 
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OPERATOR INTERFACE 


3 


ICEM Facilities is organized with the ICEM Design/Drafting tablet and Graphic Programming 
Language (GPL) capabilities. There are six overlays in the tablet section supplied with the 


product. 


FACl 

Facilities Functions 

LAYl 

Facilities Layout 

HAWl 

Haworth Layout 

ROFFl 

Office Furniture Layout 

MGRl 

Fac Man (Top) (Facilities Manager) 

MGR2 

Fac Man (Bottom) (Facilities Manager) 


The LAYl overlay section uses nonstandard ICEM Design/Drafting prompts. This manual offers 
the only reference available for the LAYl prompts. 


OVERUY PAGE DESCRIPTION 

The overlay is the sheet that is placed on the tablet. Each overlay may contain up to 10 
rows and 20 columns of tablet pen addressable tablet picks. Overlay FACl, in appendix C, is 
the best example of the use of nearly all of the tablet picks on a tablet overlay. 

The page contains the list of subordinate instructions which ICEM Design/Drafting interprets 
and carries out. Both the overlay and the page have the same name to avoid confusion in 
ICEM Facilities. Each tablet pick on the overlay points to instructions corresponding to 
the tablet pick on the page. Appendixes B and C expand on this brief discussion. 


TABLET OVERLAY PICKS 

This section is organized to describe the tablet picks in each of the tablet overlays. Each 
description is preceded by a graphic depiction of the tablet pick, and a reduced outline of 
the overlay in which the location of the tablet pick is highlighted. This will help to 
locate the tablet pick on the overlay. 
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General purpose for level management and ICEM Design/Drafting operations used throughout 
ICEM Facilities. 
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FAC1 TABLET OVERLAY 


This section describes how to use the FACl tablet overlay selections. 


Activation 

Follow the steps outlined in appendix L for use of the FACl tablet overlay. 

Use 

The overlay is divided into 32 sections. 

• FILE NO TERMINATION 

• LINE 

• POINT 

• CIRCLE 

• SPECIAL FUNCTIONS 

• CALCULATE 

• PLOT 

• PART and PATTERN 

• GPL 

• DRAFTING 

• LIST 

• BALLOON 

• CANON 

• MENU/ CURSOR MODE, MODALS , DATA VERIFY 

• ENTITY DRAGGING 

• FONT 

• TITLE BLOCK, MODAL STATUS 

• MODIFY LEVEL/ PEN 

• TRIM CURVES 

• DELETE 

• ENTITY MANIPULATION 
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OFFSET CURVE 


STRING 

ATTRIBUTE, BILL OF MATERIALS 
SET LEVELS 

BLANK/UNBLANK LEVELS 
BLANK/UNBLANK POINTS 
SINGLE SELECT FROM GROUP 
DISPLAY, LIST ZOOMS 
GRID 

INITIALIZE PART FILE 
CONSTRUCTION MODAL 




V. 



• 3 - 4.2 
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FILE 

NO 

TERM. 


The tablet pick FILE NO TERM, (refer to the ICEM Design/Drafting Introduction and System 
Controls manual for more information on File/Terminate) files the current part under the 
current name without terminating ICEM Facilities. Use. this tablet pick frequently to ensure 
minimal loss in time should the system go down. 
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The tablet picks above create a line using various options. The tablet pick LINE selects 
the main option menu. You may choose some of the options listed there by selecting the 
tablet picks to the right of LINE. The tablet picks are described in the ICEM 
Design/Drafting Basic Construction manual. 

Tablet Pick Section in Chapter 2 

LINE Using Menu 10 

LINE SCRN POS 10.1 SCREEN POSITION 

LINE JOIN CURVES 10.4 TANTO 2 CURVES 

LINE PARLEL 10.10 PARLEL TO LINE 

LINE JOIN 2 PTS 10.3 JOIN 2 PTS 
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POINT 

POINT 

POINT 

DELTA 

POINT 

POINT 

SCRN 

CURVE 

CURVE 


POS 

END 

INTER 



The tablet picks above create a point using various options* The tablet pick POINT selects 
the main option menu* You may choose some of the options listed there by selecting the 
tablet picks to the right of POINT* The tablet picks are described in the ICEM 
Design/Drafting Basic Construction manual* 


Tablet Pick 
POINT 

POINT SCRN POS 
POINT DELTA 
POINT CURVE END 
POINT CURVE INTER 


Section in Chapter 1 

Using Menu 9 

9*1 SCREEN POSITION 

9*4 DELTA 

9*8 CURVE END 

9*9 INTERSECT 2 CURVES 


Each point entity is marked on the screen by a small x* 
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The tablet picks above provide three options in creating a circle and the methods to 
construct a hexagon and rectangle. CIRCLE (chapter 3 of the ICEM Design/Drafting Basic 
Construction manual) lists the master menu. The master menu includes the other circle 
related menu options. CIRCLE PCS. /RAD. allows you to use the screen to pick the center 
(chapter 3, section 11.1 of the ICEM Design/Drafting Basic Construction manual). CIRCLE 
CENTER RAD, requires that you provide the center coordinates of the circle to be constructed 
(chapter 3, section 11.2 of the ICEM Design/Drafting Basic Construction manual). 

The HEXAGON tablet pick allows creation of a hexagon in a plane. The hexagon is defined so 
that the opposite sides are parallel to either the X transform axis or the Y transform 
axis. Prompts are discussed in chapter 4, section 12.7.3 of the ICEM Design/Drafting Basic 
Construction manual. 

The RECTANGLE tablet pick defines a rectangle in the plane of definition. The sides of the 
rectangle are parallel to the X and Y transform axes. The position and dimensions of the 
rectangle are determined by user-specified positions of the two diagonal vertices. Prompts 
are discussed in chapter 4, section 12.7.2 of the ICEM Design/Drafting Basic Construction 
manual . 
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SPECL. 

FUNCT. 


The tablet pick SPECL. FUNCT. selects functions as listed in chapter 1 of the ICEM 
Design /Drafting Data Management manual. Included are the areas of GPL, Management of 
Variables, Level Management, Attribute Management, and Misc. Construction. 
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CALCU- 

LATE 



The tablet pick CALCULATE allows you to input a series of numbers as you would on a manual 
calculator, using the numbers and numeric operators (*,+,-,/) located at the top third of 
the tablet. A small GPL program evaluates the expression and prints out the result. You 
can continue calculations until you enter ], [, or a carriage return. 
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PLOT 



Tablet pick PLOT produces a plot file that can be sent to a plotter to produce a hardcopy of 
the drawing you produced on the screen, at a scale you specify. For further information on 
prompts, refer to chapter 3 and appendix B of the ICEM Design/ Drafting Data Management 
manual and appendix B. 

The plot file is stored on a local file named TAPE9. After the ICEM Facilities session is 
ended, you can either make this a permanent file or copy it to tape. 
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PLACE ON 

PATTERN 

LEVEL 

180° I 270° 


90° 1 0“ 

place on 

-CURRENT. 

LEVEL 


180'- 


270 ^ 


PART 

PATTRN 

PATI 

RETR 

■ERN 

CREATE 



The tablet pick PART displays the main parts menu (chapter 2, section 6,1 of the ICEM 
Design/Drafting Data Management manual) in which you can provide back up services for your 
parts. Tablet pick PATTRN places you at the master menu of Pattern Management. See chapter 
2, section 6.2 of the ICEM Design/Drafting Data Management manual for further information. 
Chapter 2, section 6.2 of the ICEM Design/Drafting Data Management manual discusses the 
various pattern management options. 

Tablet pick PATTERN CREATE allows you to create a pattern. See chapter 2, section 6,2.2 of 
the ICEM Design/Drafting Data Management manual for prompts. The tablet pick PATTERN RETR 
allows you to retrieve a pattern by name. The prompts displayed are described in chapter 2, 
section 6.2.3 of the ICEM Design/Drafting Data Management manual. The two sets of 4 tablet 
picks, PLACE ON PATTERN LEVEL, and PLACE ON CURRENT LEVEL are intended for use in placing 
patterns at right angle orientations. The pattern may retain the original level it was 
stored on or be changed to the current level or any other level. 


NOTE 


The PLACE ON PATTERN LEVEL and PLACE ON 
CURRENT LEVEL picks can only be used 
immediately after the PATTERN RETR pick. 
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GPL 


RUN 

GPL 


With the tablet pick GPL you can access the GPL programining function within ICEM 
Design/Drafting. The ICEM Design/Drafting GPL Programming Language manual describes those 
functions in detail. 

The tablet pick RUN GPL allows you to run a named GPL program. See the ICEM Design/Drafting 
GPL Programming Language manual for specific responses and operations. Appendix D of this 
manual lists GPL programs you may execute. 
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The tablet picks above allow you to place notes, labels, and dimensions on your drawing. 

The tablet picks NOTE, LABEL, DRFTNG select the menus suitable for these purposes. The 
drafting functions assume various settings which you may adjust by picking DRFTNG MODALS. 
Text placement, one of these modals, is normally located relative to a beginning point. The 
relationship between the point and text is determined by using LEFT JUST, CENTER JUST, and 
RIGHT JUST tablet picks. TEXT ANG CTRL tablet picks allow you to write a note parallel to a 
line or arc (tablet pick PARLEL) or write all text horizontally (tablet pick NONE). Four 
character sizes have been pre-programmed into the tablet picks 1/8", 1/4", 3/8", and 1/2". 
You may optionally choose to use tablet pick CHAR. SIZE to set your own text size. If a 
note is written over, for example by new construction, simply use the tablet pick NEW ORIGIN 
to move the text location. Likewise, if the wording of the text needs to be changed, select 
MODIFY TEXT. The tablet pick NEW DISP VALUES allows the display and modification of the 
text and dimensions values. The various entities subject to modification are affected 
selectively by these display values so the modals displayed will vary with the entity 
selected. 


The tablet picks are described in the ICEM Design/Drafting Drafting Functions manual. 


Tablet Pick 

LEFT, RIGHT, CENTER JUST 
NOTE 

TEXT AND CTRL PARLEL NONE 

LABEL 

DRFTNG 

DRFTNG MODALS 
CHAR. SIZE 
NEW ORIGIN 
MODIFY TEXT 
NEW DISP VALUES 


Section in Chapter 1 
16.1.2 TEXT JUSTIFICATION 

16.10 NOTE 

16.1.5 TEXT ANGLE CONTROL 

16.11 LABEL 
Using Menu 16 

16.1 DRAFTING MODALS 

16.1.1.1 CHARACTER SIZE 

16.13.1 NEW TEXT ORIGIN 
16.13.6 MODIFY TEXT 

16.13.5 NEW DISPLAY VALUES 
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LIST 

GPL 


LIST 

GLOBAL 

PARTS 

LIST 

LOCAL 

PARTS 

LIST 

PRIM 

PATTRN 

LIST 

PATTRN 

LIST 

VARS. 

LIST 

ENTITY 

INFO. 


Each of the respective tablet picks is a request for a listing of the subject indicated. 
The tablet picks are described in the ICEM Design/Drafting Data Management manual. 


Tablet Pick 
LIST GPL 

LIST GLOBAL PARTS 
LIST LOCAL PARTS 
LIST PRIMARY PATTERN 
LIST SEC PATTERN 
LIST VARS. 

LIST ENTITY INFO. 


Section in Chapters 1 and 2 
5.13.4 LIST GPL NAMES 

6. 1.2. 3 LIST 

6.1.3 LIST ON-LINE PART FILE 

6. 2. 5.1 LIST PRIMARY LIBRARY 

6. 2. 5. 2 LIST SECONDARY LIBRARY 

5.3.4 LIST RUN TIME LIBRARY 
VARIABLES 

6.6.1 ENTITY INFORMATION 
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BALLOON 

create|modify 



The tablet pick BALLOON allows you to create and modify a balloon symbol. A balloon symbol 
is a drafting shaped balloon .which may contain a name and sheet reference pointing to an 
area of the drawing. Answer the prompts requested. References to these tablet picks are in 
chapter 1 of the ICEM Design/Drafting Drafting Functions manual (section 16.4 BALLOON and 
16.13.13 BALLOON MODIFICATION ) . 
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CANON 



CANON is intended for advanced users and your programmer. With it, you can examine an 
entity and read and modify the contents of Tables 2 and 3 of a selected graphics entity. 

This function is described in chapter 1, section 5.1 of the ICEM Design/Drafting Data 
Management manual. You may also dump the current part to inspect the values of COMMON which 
includes Tables 1, 4, and 5 (chapter 2, section 6.7 of the ICEM .Design/Drafting Data 
Management manual). These tools are intended to allow the advanced user and programmer to 
directly access the data base containing the entities. 


60461690 03 


3-17 



MENU/ 

CURSOR 

MODALS 

MODE 


DATA VERIFY 

ONE 

TWO 

ENT. 

ENT. 



The MENU/CURSOR MODE tablet pick allows you to select two of the following for input: the 
keyboard, tablet or the crosshairs. Select from the menu displayed. Refer to chapter 3, 
section 1.15.1 of the ICEM Design/Drafting Introduction and System Controls manual for more 
information. 

The MODALS tablet pick selects the master menu option for Models and Fonts. Refer to 
chapter 3 of the ICEM Design/Drafting Introduction and System Controls manual for options. 

The DATA VERIFY tablet picks provide two options in the data verify mode. ONE ENT. displays 
the geometry data associated with a single entity, as well as attributes. The numerous data 
formats of the various kinds of entities are not reproduced here. Refer to chapter 6, 
section 14.1 of the ICEM Design/Drafting Basic Construction manual for more Information. 

TWO ENT. allows you to choose two ■ geometric entities (points and lines only) and display 
related information. Refer to chapter 6, section 14.2 of the ICEM Design/Drafting Basic 
Construction manual for more information and specific foinnats displayed. 
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ENTITY DRAG 
ON 


ENTITY DRAG 
OFF 


The entity dragging function allows you to locate the origin of entities either with the 
cursor or by placing a copy of the entity in its exact position. This second method is 
called entity dragging and is used in 13.5 TRANSLATE and 13.8 DUPLICATE AND TRANSLATE. 
Refer to chapter 3, section 1.14.3 of the ICEM Design/Drafting Introduction and System 
Controls manual for further information. 
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MODIFY 

r UiN 1 
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PHANT.|C-LINE 



The left four tablet picks under the heading FONT specify the font used to display 
subsequently created lines, arcs, conics, 2-diinensional splines, 3-diinensional splines, 
strings, and Bezier curves in the drawing. See chapter 3, section 1.5 of the ICEM 
Design/Drafting Introduction and System Controls manual for further information on the 
various options as indicated on the tablet picks. 

The right four tablet picks under the heading MODIFY FONT allow you to change the display 
font of an existing line or curve. A repaint (using the control key) allows you to display 
the new font. See chapter 3, section 1.6 of the ICEM Design/Drafting Introduction and 
System Controls manual for further information. Since you are modifying the existing entity 
displayed, you will have to answer the prompts and indicate the entities you desire to 
change. 
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TITLE 

MODAL 

BLOCK 

STATUS 


The two tablet picks above temporarily display information about the current part and modal 
setting status. The TITLE BLOCK tablet pick displays a block of information regarding the 
drawing you are working on. The drawing will be printed out after you indicate, with the 
cursor, where you want the block displayed. See chapter 3, section 1.13 of the ICEM 
Design/Drafting Introduction and System Control manual for a listing. 

The MODAL STATUS tablet pick displays a number of modal settings. By subsequently 
entering ], you may see more modals. See chapter 3, section 1,12 of the ICEM 
Design/Drafting Introduction and System Control manual for further information. 
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MODIFY 
LEVEL / PEN 



The tablet pick MODIFY LEVEL/PEN allows you to change the level number of a particular 
entity. Since you are selecting entities you must decide how it is done. Follow the 
prompts. You can change the pen number (the line thickness) at this point also. See 
chapter 3, section 1.7 of the ICEM Design/Drafting Introduction and System Controls manual 
for prompt options and more Information. 
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ONE I TWO 
END I ENDS 

TRIM 

CURVES 
■I TWO 

MIDDLE ICURVES 


The Cablet pick TRIM CURVES allows you to trim one or more existing lines, arcs, conics, and 
2-dimensional splines along a curve specified. The TRIM operation deletes a segment of an 
entity and redefines one or both end points of the entity. It extends an entity to the 
prescribed boundary if the entity does not already reach the boundary. See chapter 4, 
section 12.8 of the ICEM Oeslgn/Draf ting Basic Construction manual for Illustrations, 
prompts, and lists of entities which you may trim. 


The tablet picks are described in the ICEM 
Tablet Pick 
ONE END 
TWO ENDS 
MIDDLE 
TWO CURVES 


Design/Drafting Basic Construction manual. 
Section in Chapter 4 
12.8.2 ONE END 
12.8.4 TWO ENDS 

12.8.6 MIDDLE 

12.8.7 TWO CURVES AT INTERSECTION 


Each option is discussed in detail. 
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DELETE 

SINGLE 

CHAIN 

DEL 

ETE— “ 

REG/ 

REG/ 

IN 

OUT 

DELETE 

DELETE 

A 

ALL 

LEVEL 

POINTS 



The tablet pick DELETE displays the DELETE menu in the dialogue area of the terminal. See 
chapter 5 of the ICEM Design/Drafting Introduction and System Controls manual for specific 
options. The tablet picks SINGLE, REG/IN, REG/OUT, and CHAIN are specific selection options 
from that master menu. The tablet picks are described in the ICEM Design/Drafting 
Introduction and System Controls manual. 


Tablet Pick 

DELETE 

SINGLE 

CHAIN 

REG/ IN 

REG/OUT 

DELETE A LEVEL 

DELETE ALL POINTS 


Section in Chapter 5 
Using Menu 3 


3.1 SELECT (Menu 

3.1 SELECT (Menu 

3.1 SELECT (Menu 

3.1 SELECT (Menu 

3.2 LEVEL RANGE 

3.3 ALL POINTS 


String 3.1.1) 
String 3.1.2) 
String 3.1.3) 
String 3. 1.6. 4) 






V 
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STRTCH 

ENTITY 

MANIP. 

QSm 

DUPL. 

AND 

TRANS. 

DRAG 

DUPL. 

AND 

DRAG 

MIRROR 

ROTATE 

DUPL. 

AND 

ROTATE 

RECT- 

ANGLAR 

array 

GROUP 

OTHER 

CURVES 


The above tablet picks are the entity manipulation operations. The tablet pick ENTITY 
MANIP, lists the main menu for all of the above picks except the tablet pick OTHER CURVES, 
which is itself a main menu. 

The tablet picks are described in the ICEM Design/Drafting Basic Construction manual. 


Tablet Pick 

Section in Chapter 5 

STRTCH 

13.11 STRETCH 

TRANSLATE 

13.5 

TRANSLATE 

DUPL. AND TRANS. 

13.8 

DUPL AND TRANSLATE 

DRAG 

13.5 

TRANSLATE (Entity Dragging On) 

DUPL. AND DRAG 

13.8 

DUPL AND TRANSLATE 
(Entity Dragging On) 

MIRROR 

13.4 

MIRROR 

ROTATE 

13.6 

ROTATE 

DUPL. AND ROTATE 

13.9 

DUPL AND ROTATE 

RECTANGULAR ARRAY 

13.1 

RECT ARRAY 

GROUP 

13.3 

GROUP 


The main menu references for OTHER CURVES and ENTITY MANIP, are in chapters 4 and 5, 
respectively, of the ICEM Design/Drafting Basic Construction manual. 
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The OFFSET CURVE tablet pick enables you to create a curve (lines may be selected) offset 
from a line or a series of contiguous lines. Use your cursor position on the screen to 
select the entity and indicate direction and side of the curve when prompted to do so. For 
further information, refer to chapter 4, section 12.2 of the ICEM Design/Drafting Basic 
Construction manual. 
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STRING 


A String is a single entity that appears on the display as though it were a connected set of 
lines and arcs. Tablet pick STRING creates a string through the screen select option. See 
chapter 4, section 12.4.1 of the ICEM Design/Drafting Basic Construction manual for specific 
instructions. ICEM Design/Drafting prompts you whether or not to constrain line segments 
parallel to the x and y axes. The nonconstrained mode allows you to draw a string line 
segment in any direction. If you make a string in the constrained mode, only the longer of 
the X or y components is picked up by the ICEM Facilities. See chapter 4, sections 12.9 and 
12.10 of the ICEM Design/Drafting Basic Construction manual for Instructions on how to 
convert a string into lines. 
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ATTRIB 

INTERO 

GATE 

ATTRIB 

COUNT 

ATTRIB 

IND. 

ATTRIB 

BILL 

OF 

MATRL. 

FIND 

TOTAL 


The above tablet' picks are concerned with the input or output of attributes. Attributes are 
qualities assigned to an entity or another attribute and may be used to represent length, 
depth, identifying name or number. Each attribute may be assigned a value. 

Picking the tablet pick ATTRIB displays the ATTRIBUTE MANAGEMENT menu (chapter 1, section 
5.6 of the ICEM Design/Drafting Data Management manual). To find out what attributes are 
specified, pick ATTRIB INTEROGATE and answer the prompts (chapter 1, section 5.6.7 of the 
ICEM Design/Drafting Data Management manual). The tablet pick ATTRIB COUNT will count the 
number of entities in the part having an attribute specified in subsequent prompts 
(chapter 1, section 5.6.7. 1 of the ICEM Design/Drafting Data Management manual). The 
tablet pick IND. ATTRIB displays on the screen the first 20 characters of the attributes/ 
subattributes of the displayed entities. Each attribute is temporarily displayed close to 
the entity (chapter 1, section 5.6.6 of the ICEM Design/Drafting Data Management manual). 

The tablet pick FIND TOTAL is used to find the total value of attributes selected via the 
prompts (chapter 1, section 5. 6. 7. 4 of the ICEM Design/Drafting Data Management manual). 

The tablet pick BILL OF MATEL. is used to create a dump of all attributes and their values 
suitable for subsequent processing. This data is obtained as a file named LIST and is in a 
format suitable for postprocessing when the ICEM Facilities session is ended. See 
chapter 1, section 5.6,8 of the ICEM Design/Drafting Data Management manual for further 
information and the format of the output file LIST, See appendix I regarding the sequence 
of events and options available to you for postprocessing the LIST file. 
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The SET LEVELS tablet picks set the current working level. All entities created will go on 
to the current working level. First touch the pen to the SET LEVELS tablet pick. Then 
touch the pen to the tablet pick with the discipline you want to work on. All new entities 
will be created on the level assigned to that discipline. See chapter 1, section 5.5 of the 
ICEM Design/Drafting Data Management manual for further explanation of levels. 

Using levels is like drawing transparencies in the same drawing. The various facility 
disciplines are separated by the various levels. You create individual levels as a separate 
activity using the tablet pick SET LEVELS. Display the menu addressing the level used and 
follow the ICEM DDN prompts to establish usage level, or use one of the two level 
conventions established in ICEM Facilities. Select NEW CONSTRUCTION (N.C.) from one of the 
tablet picks to the right of SET LEVELS. See appendix G for a listing of levels set by the 
tablet picks. Select EXISTING CONSTRUCTION from one of the thirteen tablet picks located on 
the line below the N.C. tablet picks to right of SET LEVELS. See appendix G for a listing 
of levels set by the tablet picks. 
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The above tablet picks allow you to view selected disciplines by levels on the screen. 

First touch the pen to the BLANK LEVELS or UNBLNK LEVELS tablet pick. Then touch the pen to 
the tablet pick with the discipline you want to blank or view. (See chapter 4 of the ICEM 
Design/Drafting Introduction and System Controls manual for further explanation of 
BLANK/ UNBLNK.) 

Individual levels may be blanked (caused not to be displayed), or unblanked (displayed). A 
single tablet pick may cause all levels not to be displayed. There are three modes of 
operation as presented in the tablet. You may display the BLANK and UNBLNK menu to 
establish your specific usage conventions. The new construction and existing facilities 
conventions built into the tablet require the selection of BLANK LEVELS or UNBLNK LEVELS 
prior to their use. The level conventions are listed in appendix G. 
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All points may be blanked or unblanked. Select tablet picks BLANK ALL POINTS or UNBLNK ALL 
POINTS (chapter A, sections 2.3 and 2.7, respectively, of the ICEM Design/Drafting 
Introduction and System Controls manual) to do so. 
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SINGLE 

FROM 

GROUP 



The tablet pick SINGLE FROM GROUP allows you to select an entity from an existing group. 

The tablet pick turns on the menu display (see chapter 3, section 1.1 of the ICEM 
Design/Drafting Introduction and System Controls manual) and selects and displays the single 
select from the GROUP MODAL menu. You may turn the option on or off. (See chapter 3, 
section 1.11.3 of the ICEM Design/Drafting Introduction and System Controls manual.) 

Most patterns are retrieved as groups. That is, most patterns are treated as one entity 
rather than the lines, points, and arcs that were used to create the pattern. To identify a 
single entity (usually a reference point) within a grouped pattern, turn on the SINGLE FROM 
GROUP function. 

When using the tablet pattern overlay, most of the patterns are retrieved as groups. To 
create an open plan layout, the SINGLE FROM GROUP function must be turned on. This allows 
you to select the reference points on the patterns. If you want to delete or move an entire 
pattern, the SINGLE FROM GROUP function should be turned off. Then you can select the entire 
pattern with a single touch of the pen. 
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You are encouraged at this point to read the Suggestions for Using This Menu section of 
chapter 4 in the ICEM Design/Drafting Data Management manual to understand the terms listed 
in the menu produced when using tablet pick DSFLAY. The terms View, Depth, Zoom, Window, 
View Layout, Work View, Global Zoom Scale are defined in detail there. The menu items 
Change Depth and Zoom (chapter 4, sections 8.2 and 8.6, respectively of the ICEM 
Design/Drafting Data Management manual) may be changed using the tablet pick DSPLAY. The 
function control keys D and Z described in the ICEM Design/ Drafting Introduction and System 
Controls manual perform the same function. Like values saved in the Run Time Library (RTL), 
views of the drawings may be renamed and saved (chapter 4, section 8.8 of the ICEM 
Design/Drafting Data Management manual). They may also be listed by using tablet pick LIST 
ZOOMS. Use chapter 4, section 8.6.13 of the ICEM Design/Drafting Data Management manual to 
save a zoom scale under a name and to retrieve a zoom scale. Tablet picks 2-D and 3-D 
are used only if an auxiliary view has been created. See chapter 4, section 8.9 of the ICEM 
Design/Drafting Data Management manual. The auxiliary view must be assigned to view number 
9. The 2D tablet pick automatically maximizes view 1 (plan view) on the screen. The 3D 
tablet pick automatically maximizes view 9 on the screen. 
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GRID activation is controlled by the function control key G described in the Introduction of 
the ICEM Design/Drafting Introduction and System Controls manual. Toggling the G control 
key activates or deactivates the grid. The tablet pick GRID DISP. activates or deactivates 
display of the grid. See chapter 3, section 1.18.4 of the ICEM Design/ Drafting 
Introduction and System Controls manual for specific menu option descriptions. To select 
one of the grids provided by ICEM Facilities, use one of the tablet picks marked 24'*, 30", 
48", or 60". If you wish to enter another grid size, select GRID PARAM and answer the 
prompts described in the ICEM Design/Drafting Introduction and System Controls manual. 

GRID is an easy way of locating positions at known locations using the screen select 
option. ICEM Design/Drafting will automatically select the nearest grid point when using 
the screen select mode. The grid is, for all practical purposes, a quadrilateral grid at a 
user selectable spacing. 
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INITIALIZE 

PART 

FILE 


The INITIALIZE PART FILE tablet pick. serves a number of purposes. It initializes values of 
the Run Time Library used in GPL programs. It sets a scale of 1"=4' on your terminal screen 
and attaches the secondary pattern file. The color by level modal is also set at this time. 

This tablet pick should only be selected when beginning a new layout. It should not be used 
when work is resumed on a previously saved layout. 
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CONST . 
MODAL 



The above tablet pick displays the CONSTRUCTION MODAL menu 1.2. When activated, the 
construction modal causes the system to return to the last operation performed so it can be 
executed again. If the option is off, ICEM Design/Drafting returns to the next highest menu 
option. Refer to chapter 3, section 1.2 of the ICEM Design/Drafting Introduction and System 
Controls manual for further information. 
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Used for layout of permanent structural components: e.g., walls, doors and windows. 
Includes operations for construction drawings. 
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LAY1 TABLET OVERLAY 


This section describes how to use the LAYl tablet overlay selections. 


Activation 


The Facilities Layout tablet overlay is thoroughly integrated with the ICEM Facilities GPL 
programs. GPL is a graphics programming language within ICEM DDN. Routines are available 
to draw w'alls , doors , windows, and structural columns. The tablet overlay or page named 
LAYl is available to assist you in using these GPL programs. In order to begin a facilities 
layout, touch the tablet square labeled BEGIN LAYOUT. This tablet pick runs the GPL program 
FACGPL. 
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LAYOUT 


Use 

The tablet squares blocked out below should only be executed when the GPL program FACGPL is 
run. Follow the prompts generated by the GPL program. You may use [, YES, NO, or ] to' 
answer prompts as required. The blocked out tablet squares are described in subsequent 
pages. During the operation of the FACGPL program, entering [ will terminate the current 
operation and allow you to return to the previous operation. Entering ] brings you to the 
NEXT REFERENCE POINT menu. The WALL STRING operation must be terminated by an END WALL or a 
CLOSE WALL operation. 
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The first prompt will be for wall thickness. This includes window and door jamb thicknesses 
also. Windows are drawn at the same width as adjacent walls. A number of wall widths are 
programmed onto the tablet page, or the wall width may be keyed in using the keyboard. The 
WALL THKNS prompt displays: 

CONSTRUCTION MODULE 
WALL THKNS = 0.0000 

Note that the Construction Module retains the most recently entered value or wall thickness 
and displays it after the WALL THKNS prompt. The first time you use this module, the wall 
thickness value will be zero. 
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After the wall width is entered, the next pronqit is for offset mode. The OFFSET MODE menu 
displays: 

OFFSET MODE 

1. TOP 

2. CENTER 

3. BOTTOM 

Make a menu selection. Walls, doors, and windows are located by reference points and the 
offset mode tells ICEM Facilities how to position them at the reference point. There are 
three offset modes: top, center, and bottom. The TOP mode uses the top edge of the wall 
when oriented at zero degrees, CENTER is in the center of the wall, and BOTTOM is at the 
bottom edge of the wall (see figure 3-1). 


X 


TOP 


X 


X 


CENTER 


BOTTOM 


Figure 3-1. The Three Offset Modes 


The offset mode affects how corners are drawn. (See figure 3-2. ) 
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Figure 3-2. The Offset Modes on Curves 
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When a wall is oriented at 180 degrees and the top offset mode is selected, the reference 
point will be on the bottom edge of the wall. (See figure 3-3. ) 
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Figure 3-3. Reference Points 


1,2, 3, 4 and 5 are the reference points selected. The last operation is assumed to be a 
CLOSE WALL. 
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After the offset mode is selected, the next prompt is for the beginning reference point. 
This is the reference point from which a drawing will begin. There are eight ways of 
selecting the beginning reference point; SCREEN PCS, KEY-IN, LINE END, POINT, DELTA LINE 
DELTA POINT, DELTA, and DELTA S.P. 

The BEGINNING REFERENCE POINT menu displays: 

BEGINNING REFERENCE POINT 
1. SCREEN POS 

2. KEY-IN 

3. LINE END 

4. POINT 

5. DELTA FROM LINE END 

6. DELTA FROM POINT 

7. DELTA 

8. DELTA S.P. • 

Each of these menu choices is described in the following paragraphs: 

1. SCREEN POSITION 

This mode is used to establish the beginning reference point if exact coordinates are not 
necessary. You should begin a drawing at a known point. Currently, screen position 
selections in GPL do not snap to the grid. The SCREEN POSITION prompt displays: 

ENTER POSITION 

2. KEY-IN 

KEY-IN specifies beginning coordinates. The system prompts for the x and y coordinates of 
the desired point. Entering [ allows you to select another Beginning Ref erence . Point mode. 
The KEY-IN prompt displays: 

ENTER POSITION 

1. X = 0.0000 

2. Y = 0.0000 
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3 . LINE END 


This mode selects a line end as the beginning reference point. Walls are represented in 
this package by two parallel lines. You can select either end of either line. If you 
select this mode, you must indicate the line as well as which line end you will work with. 
This menu selection will only work for ICEM Design/Drafting lines (not arcs, circles, or 
other 

entities). The LINE END prompt displays: 

INDICATE LINE 
INDICATE END 

4 . POINT 

Point is used to select an existing point as the beginning reference point. The system 
prompts you to select the point with this display: 

INDICATE POINT 

5. DELTA FROM LINE END 

Using this mode, you are prompted to indicate which line and which end of that line you wish 
to work with. You are then prompted to enter a delta value. The delta value is a distance 
in the x and y directions from the selected line end. The LINE END prompt displays: 

INDICATE LINE 

INDICATE END 

DELTA 

1. DX = 0.0000 

2. DY = 0.0000 

6. DELTA FROM POINT 

Using this mode, you are prompted to select a point and indicate a delta value. The delta 
value is the distance in the x and y directions from the initial point. The DELTA FROM 
POINT prompt displays: 

INDICATE POINT 

DELTA 

1. DX = 0.0000 

2. DY = 0.0000 

7 . DELTA 

Using this mode allows you to begin where you left off in a previous session or to indicate 
a new delta x and y from the current reference point. The DELTA prompt displays: 

DELTA 

1. DX = 0.0000 

2. DY = 0.0000 
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8. DELTA S.P 


DELTA FROM SCREEN POSITION allows you to specify a reference point at a delta x and y 
distance from a screen position selection. The DELTA FROM SCREEN POSITION prompt displays: 

ENTER POSITION 

DELTA 

1. DX = 0.0000 

2. DY = 0.0000 
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After the beginning reference point is defined, the system draws a point at that location. 
The point displayed is a visual feedback which indicates that the location has been 
registered. This point is not permanently retained in the database. 

Next, the system prompts for the next reference point mode. This is the mode that will 
determine how subsequent reference points are entered. At present, the next reference point 
mode is used only in creating walls. There are ten modes of specifying the next reference 
point. Eight are identical to those for entering the beginning reference point. 

The NEXT REFERENCE POINT MODE menu displays: 

NEXT REFERENCE POINT MODE 
1. SCREEN POS 

2. KEY-IN 

3. LINE END 

4. POINT 

5. DELTA FROM LINE END 

6. DELTA FROM POINT 

7. TO A LINE 

8. DELTA 

9. ANGLE/DISTANCE 

10. DELTA S.P. 

The new menu selections are described in the following paragraphs: 

7. TO A LINE 

In this mode, the next reference point will be defined on a selected line. You are prompted 
to enter the angle at which to proceed from the current reference point to that line, and, 
to select the desired line. The orientation of the wall to be generated must not be 
parallel to the selected line. The TO A LINE prompt displays: 

ENTER ANGLE 

1. ANGLE = 0.0000 

INDICATE LINE 

IS SELECTION OK? 
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8 . DELTA 


In this mode, the next reference point will be defined as an x and y offset from the current 
reference point. The prompts request the x and y offset values. Entering [ returns you to 
the NEXT REFERENCE POINT MODE menu. The DELTA prompt displays: 


DELTA 

1. DX = 0.0000 

2. DY = 0.0000 

9. ANGLE/DISTANCE 


In this mode, the next reference point will be defined at the distance specified along the 
angle entered. You are proiiq>ted for the angle and the distance. The angle is measured from 
the positive x-axis in a counterclockwise direction. Entering [ returns you to the NEXT 
REFERENCE POINT menu. The ANGLE /DISTANCE prompt displays: 

ENTER 

1. ANGLE = 0.0000 

2. DISTANCE = 0.0000 
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Once you have entered the next reference point mode, you will be prompted for the operation 
to perform at the current reference point. When you select an operation, you may be 
prompted for additional information. The operation is then completed and you are prompted 
to enter another operation. If you want to change the next reference point mode when the 
OPERATION menu is being displayed, enter [. You will be prompted from the NEXT REFERENCE 
POINT MODE menu again. 

There are fifteen operations from which you may choose. The OPERATION menu displays: 

OPERATION 

1. WALL STRING 

2. DOOR 

3. WINDOW 

4. CLOSE WALL 

5. WALL TRIM 

6. CHANGE WALL THICKNESS 

7. TEE 

8. END WALL 

9. COLUMNS 

10. DOOR TRIM 

11. NEW BEG REF PT 

12. ZOOM 

13. REPAINT 

14. DELETE 

15. WALL SEGMENT 

Each OPERATION menu choice is described in the following paragraphs: 

1. WALL STRING 

This operation allows you to draw multiple walls. You are prompted to enter the next 
reference point according to the mode previously selected. When the next reference point is 
defined, a point is drawn at its location. If a top or bottom offset mode is in effect, a 
line will also be drawn from the first point to the second. The second line will not be 
drawn until the next reference point is selected. The second line is not drawn because a 
corner requires three reference points. If center offset mode is in effect, only the 
reference points are displayed until the third reference point is entered. Then the first 
two lines are drawn. Prompts for next reference point will continue until the WALL STRING 
operation is ended by [. If you enter ], you will return to the OPERATION menu. 

After the WALL STRING operation has been completed, you must select either the END WALL or 
the CLOSE WALL operation to complete the wall drawing. No other operation may be selected 
until you complete the END WALL or CLOSE WALL operation. The current reference point is 
updated each time a new reference point is selected. 
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2 . DOOR 


This operation allows you to draw a door at any orientation at the current reference point. 
It is drawn at the current width and with the offset mode currently in effect. The door may 
be drawn with or without a door swing arc (see figure 3-4.) 



TOP — 0® CENTER — 0° BOTTOM — 0“ 


Figure 3-4. Door Orientation 


When you select the DOOR operation, the first prompt displays the current status of the door 
swing modal and also requests the orientation angle, size, and swing angle. 

DOOR WITH SWING ANG 
ENTER DOOR PARAMETERS 
l.ORIENTATIN = 0.0000 
2. SIZE = 0.0000 

3. SWING ANGL - 0.0000 

This prompt retains the last set of door parameters you entered. When you create a new 
drawing using the DOOR operation, the parameters are zero. 

Orientation angle is the orientation of the door jambs measured from the positive x-axis. 
Size is the size of the door opening. Swing angle is the angle at which the door is drawn 
ajar. A zero degree swing angle means that the door is drawn closed. You may enter any 
swing angle, size, and orientation angle. The swing arc modal must be changed before 
entering J to complete the door parameter selections. It is changed by entering [ when 
prompted for the door parameters. If you enter [, this menu displays: 

SWING ARC 

1. WITHOUT 

2. WITH 

After you have made the desired Swing Arc modal selection, you are returned to the ENTER 
DOOR PARAMETERS menu. You may enter door parameters or enter ] if they are already 
entered. Once you enter the door parameters, you are prompted for the end of the door which 
will be hinged. Indicate an area near the current reference point or the far end of the 
door for hinge location. You are then prompted to indicate whether the door opens in or 
out, the swing direction, by screen selection. Indicate a point on one side of the door to 
define the swing direction. After the door is drawn, the reference point is updated to the 
opposite side of the door. 


60461690 03 


3-49 



3 . WINDOW 


This operation allows you to define windows by pane size, mullion width, and number of 
panes. Only an Integral number of panes may be drawn. The first mullion drawn is centered 
on the current reference point. The updated reference point is centered on the last drawn 
mullion. The window is also drawn according to the current offset mode. 

You are prompted for angle, number, size, and mullion width: 

WINDOWS 

1. ANGLE = 0.0000 

2. NUMBER =» 0.0000 

3. LENGTH = 0.0000 

4. MUL. SIZE = 0.0000 

Angle is the orientation angle, number is the number of panes, length is the length of each 
pane, and mul. size is mullion width. Once these parameters are entered, the number of 
panes selected are drawn at the entered orientation angle and the reference point is updated. 

4. CLOSE WALL 

This operation can only be executed after a WALL STRING operation. CLOSE WALL causes the 
remaining wall line or lines to be drawn and closes the open end. There are no prompts for 
this operation (see figure 3-5). 


1 


2 


Figure 3-5. The CLOSE WALL Operation. 


5. WALL TRIM 

This operation deletes the line segment from the beginning or end of a wall. The length of 
the segment trimmed out is determined by the current wall width. The segment location is 
determined by the current offset mode. The WALL TRIM prompt displays: 

ENTER TRIM ANGLE 
ANGLE = 0.0000 

INDICATE LINE 

IS SELECTION OK? 

The first prompt is for the orientation angle. This is the angle that the intersecting wall 
segment will make with the positive x-axis. If the wall has a west-to-east orientation, the 
intersection angle is zero degrees. If the wall has an east-to-west orientation, the 
intersection angle is 180 degrees (see figures 3-6 and 3-7). 
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Once the orientation angle is entered, you are prompted to indicate the line to be trimmed. 
Once you have entered the selection, trimming occurs and you are returned to the OPERATION 
menu. The lines are redrawn on the screen over the old lines. Either a local or host 
repaint is required to erase the previous lines. The WALL TRIM operation may be done either 
before or after the wall segment is drawn. 


1 


X' 


2 

-X 


Figure 3-6. Top Offset Mode. 0° Orientation Angle, 


X X 

|2 1 


Figure 3-7. Top Offset Mode. 180° Orientation Angle. 
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6. CHANGE WALL THICKNESS 


This operation changes the wall, door, and window thickness* You are prompted to enter the 
new width. The system stores this value. The system displays: 

CHANGE THICKNESS 
NEW THKNS = 0.0000. 

7. TEE 

The TEE operation draws wall intersections where more than two walls Intersect in a single 
operation. The intersections are in multiples of 90 degree angles. For other angles, use 
the trim function. There are five parameters that govern the drawing of a TEE: 

• Main angle. 

• Main distance. 

• Leg width. 

• Distance at minus 90 degrees. 

• Distance at plus 90 degrees. 

The main leg of the tee is drawn at the current width in the direction specified by main 
angle with a length of main distance plus leg width (see figure 3-8). The reference point 
is updated to this location after the operation is complete* If the main distance is zero, 
only the side legs are drawn. The side legs are drawn with a wall width entered for the leg 
width parameter. If either leg length is zero, that leg is not drawn. Angles are measured 
in counterclockwise direction. You may obtain a variety of wall intersections by varying 
the parameters. The TEE prompt displays: 

TEE PARAMETERS 

1. MAIN ANGLE = 0.0000 

2. DISTANCE = 0.0000 

3. LEG THKNS = 0.0000 

4. DIST @-90 » 0.0000 

5. DIST @+90 = 0.0000 
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CURRENT REFERENCE 
POINT (TOP, CENTER, 
OR BOTTOM) 


MAIN ANGLE 0 ° 


LEG 

WIDTH 



LEG 

WIDTH 



MAIN 

DISTANCE 


CURRENT 

WIDTH 


Figure 3-8. The TEE Operation. 


8. END WALL 

This selection can only be used after a WALL STRING operation. It causes the remaining wall 
line or lines to be drawn. There are no prompts for this operation. 

9. COLUMNS 

This is the COLUMN operation which allows you to draw a column layout. You are prompted for 
the column size, horizontal spacing, horizontal number of columns, vertical spacing, and 
vertical number of columns. The COLUMN LAYOUT prompt displays: 

COLUMN PARAMETERS 

1. COL. SIZE = 0.0000 

2. H0R. SPCNG = 0.0000 

3. H0R. NO. = 0.0000 

4. VERT. SPC = 0.0000 

5. VERT. NO. = 0.0000 
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The column layout begins at the current reference point. The column drawn there is in the 
upper left corner of the array. The first column is centered on the current reference 
point. The column size defines both the length and width of each column. The column 
spacing values are measured from center to center. 

10. DOOR TRIM 

This operation automatically trims the wall to create a door opening. This operation can 
only be selected immediately after a door has been placed on the drawing. You are prompted 
to select the two lines representing the wall to be trimmed. The system then automatically 
trims the lines to the door jamb lines. 

The DOOR TRIM pron?)t displays: 

INDICATE WALL 

OTHER WALL SIDE 

11. NEW BEG REF PT 

This operation takes you back to the BEGINNING REFERENCE POINT menu. This allows you to 
work on another area of the drawing without exiting the Construction Module. The prompts 
are the same as for the BEGINNING REFERENCE POINT menu: 

NEW BEG REF PT 
1. SCREEN POS 

2 . KEY-IN 

3. LINE END 

4. POINT 

5. DELTA FROM LINE END 

6. DELTA FROM POINT 

7 . DELTA 

8. DELTA S.P. 

12. ZOOM 

This operation allows you to display enlarged drawing details (zoom) without exiting from 
the Construction Module. The ZOOM prompt displays: 

ZOOM TYPE 
l.AUTO MAX/MIN 
2 .DIAG . POS . 

3. SCALE 

4. NEW CENT/SCALE 

Each of the ZOOM menu choices are described in the following paragraphs: 

1. AUTO MAX/MIN 

This selection does an auto max/min of your drawing. 
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2. DIAG. POS 


This choice allows you to zoom by diagonal position. You will be pronq^ted for the 
opposite corners of the area you want to zoom. These prompts are displayed: 

INDICATE CORNER 

OPPOSITE CORNER 

3. ■ SCALE 

This choice allows you to rescale your drawing by a selected scale factor. This prompt 
displays: 

ZOOM 

SCALE = 1.0000 

Enter the desired scale. For example, a scale of .5 will redraw your drawing at one 
half of the current scale. 

4 . NEW CENT/SCALE 

This selection allows you to recenter your drawing and, at the same time, to optionally 
rescale it. After being prompted for the zoom scale, you will be prompted to select the 
new center by screen position. These prompts are displayed: 

ZOOM 

SCALE » 1.0000 
NEW CENTER 

13. REPAINT 

The REPAINT operation allows you to do a host repaint of the screen. There are no prompts 
for this operation. 

14. DELETE 

This operation allows you to delete without leaving the Construction Module. These prompts 
are displayed: 

INDICATE ENTITY 

IS SELECTION OK? 

If the entity selected is a group, you will be pronqjted: 

DELETE ENTITIES IN GROUP? 

Enter Y to delete the entities in the group or enter N to delete only the group status of 
the group. 
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15. WALL SEGMENT 


This operation draws a single wall segment consisting of two parallel lines. The segment is 

drawn from the current reference point to the next reference point as defined by the current 

offset mode and wall thickness settings. The next reference point mode in effect specifies 

the reference point.; The prompts reflect the next reference point mode in effect. 


To terminate the Construction Module of the facilities layout process, enter ] at any point 
before or within the OPERATION menu. 
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YES 

NO 



UP 

DOWN 

LEFT 

RIGHT 


The YES and NO tablet picks will allow you to enter an answer from the LAYl tablet overlay. 
The word page can have two meanings in ICEM Design/Drafting. 

• The tablet page with which you are familiar. 

• The page associated with the amount of design on the screen at the current scale. 

With the UP, DOWN, LEFT, RIGHT tablet picks you can control the display as if the design 
were a sequence of different pages. This function is useful when you want to move gradually 
around the total display at the same magnified scale. One half of the current screen will 
be retained. Refer to chapter 4, section 8.6.15 of the ICEM Design/Drafting Data Management 
manual for further information. 
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SQUARE 

FOOTAGE 



The SQUARE FOOTAGE Cablet pick calculates the square feet lying In the rectangle as 
determined by two opposite corners of a rectangle. The two points are chosen using the 
cursor. The rectangle assumes the sides are vertical and horizontal to the picture 
displayed. 

The first prompt, 

INDICATE ONE CORNER OF THE RECTANGLE, 
is followed by the request for the opposite corner, 

INDICATE OPPOSITE CORNER. 

The GPL program, SQFEET, temporarily outlines the chosen area with a dashed line and 
displays the four values indicated as follows: 

HOR. LEN. = XXX 

VERT. LEN. XXX 

PERIMETER » xxx 

SQ. FEET = xxx 

At this point you should enter an J . All other responses are ignored. The system then 
prompts; 

ENTER SQ. FT. 

for the note to be generated. You may enter a carriage return or [, or during subsequent 
steps you will terminate the note generation process. You must enter the square footage and 
other information at this point. A carriage return will generate a new line. You may 
continue to add lines until you terminate the note generation process. 

Having completed the note generation process, the system then prompts; 

DO YOU WANT TO CALCULATE MORE? 

A YES will restart the above process. A NO will terminate the GPL program. 
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DUPLICATE 

NOTE 


The DUPLICATE NOTE tablet pick invokes a GPL program which duplicates copies of a note at 
different locations. The first prompt is to enter the text of the note. The note may have 
multiple lines. When you are finished entering the text of the note, enter ]. You are 
prompted to select the position of the note on the drawing by screen position. When the 
location is selected, the note is printed on the screen and you are again prompted to enter 
another location. This process will continue until you enter ] or [. If [ is entered, you 
may enter another note text. If ] is entered, you are asked if you want to enter another 
sequence. If you answer YES, you are prompted to enter the note text. If your answer is 
NO, the program terminates. 
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NEW 

WALL 

..SVMBaL, 



The NEW WALL SYMBOL pick generates a fill pattern inside the wall Indicated. The system 
automatically calculates the length of the new wall and saves it in memory for report 
generation. (See BILL OF MATRL. tablet pick.) The system prompts are as follows: 

NEW WALL SYMBOL 

WALL WIDTH = 4.000 

Enter the thickness of the wall to be filled. 

INDICATE END OF NEW WALL 

Use the crosshairs to indicate a position in the middle of the wall at one end. The system 
then prompts: 

INDICATE OPPOSITE END 

After you have indicated the opposite end, the system will generate a fill pattern inside 
the indicated wall. The system then pron 5 )ts: 

IS SYMBOL PLACEMENT OK? 

Answer the prompt with Y or N. If the placement is incorrect, the fill pattern will be 
deleted and you should try again. If the placement is correct, the system prompts: 

MORE NEW WALLS 

A YES answer begins the prompts again. A NO answer terminates the selection process. 


NOTE 


Turn GRID ACTIVATE off before using this 
tablet pick. 
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REMOVE 

WALL 

svmbol 



The REMOVE WALL SYMBOL tablet pick generates a fill pattern over the wall to be removed. 

The system automatically calculates the length of the wall and saves it in memory for. report 
generation. (See BILL OF MATRL. tablet pick.) The system displays these prompts: 

INDICATE END OF WALL TO BE REMOVED 

Use the crosshairs to indicate a position in the middle of the wall at one end. The next 
prompt is: 

INDICATE OPPOSITE END. 

After you've done this, the system will draw a fill pattern over the wall to be removed. 

The next prompt is: 

IS SYMBOL PLACEMENT OK? 

Answer the prompt with Y or N, If the placement is incorrect, the fill pattern will be 
deleted and you can begin again. If the placement is correct, the system will prompt: 

REMOVE MORE WALLS? 

A YES answer will begin the prompts again; a NO answer will terminate the process. 


NOTE 


Turn GRID ACTIVATE off before using this 
tablet pick. 
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NEW 

DOOR 

SYMBOL 


NEW 

LIGHT 

SYMBOL 


NEW 

SWITCH 

SYMBOL 


NEW 

OUTLET 

SYMBOL 


rcw 

AIR SUPPLY 
SYMBOL 



In the following description, XXXX may stand for: 

DOOR 
LIGHT 
SWITCH 
OUTLET 
AIR SUPPLY 

The NEW XXXX SYMBOL tablet pick generates a note, NEW XXXX on the indicated xxxx. The 
system automatically counts the number of xxxxs to be new in a layout. The total can be 
written out on a report. (See BILL OF MATRL. tablet pick.) These system pronpts are 
displayed: 

INDICATE NEW XXXX 

Place the crosshairs on the xxxx. NEW XXXX will be written over the xxxx. The next prompt 
is : 

IS NOTE PLACEMENT OK? 

Answer the prompt with Y or N. If the placement is incorrect, the note will be deleted and 
you can begin again. If the placement is correct, the system will prompt: 

MORE NEW XXXXS? 

A YES answer will begin the prompts again; a NO answer will terminate the process. 


NOTE 


Turn GRID ACTIVATE off before using these 
tablet picks. 
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REMOVE 

DOOR 

SYMBOL 


REMOVE 

LIGHT 

SYMBOL 


REMOVE 

SWITCH 

SYMBOL 

REMOVE 

OUTLET 

SYMBOL 


REMOVE 
AIR SUP, 
SYMBOL 


In the following description, XXXX may stand for: 

DOOR 
LIGHT 
SWITCH 
OUTLET 
AIR SUPPLY 

The REMOVE XXXX SYMBOL tablet pick generates a note, REMOVE XXXX on the indicated xxxx. The 
system automatically counts the number of xxxxs to be removed in a layout. The total can be 
written out on a report. (See BILL OF MATRL. tablet pick.) The system prompts are as 
follows: 

INDICATE XXXX TO BE REMOVED. 

Places the crosshairs on the xxxx. REMOVE XXXX will be written over the xxxx. The next 
prompt is: 

IS NOTE PLACEMENT OK? 

Answer the prompt with Y or N. If the placement is incorrect, the note will be deleted and 
you can begin again. If the placement is correct, the system will prompt: 

REMOVE MORE XXXXS? 

A YES answer will begin the prompts again; a NO answer will terminate the process. 


NOTE 


Turn GRID ACTIVATE off before using these 
tablet picks. 
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RESTORE 

RESTORE 


HAWORTH PATS 

OFFICE PATS 


RESTORE 

RESTORE 


ETC DEMO 

WING LAYOUT 


RESTORE 

RESTORE 


CDC LAYOUT. 

FACl LAYl 


RESTORE 

RESTORE 

RESTORE 

ROFFl 

HAWl 

MGRl MGR2 


The RESTORE tablet picks restore example layouts, tablet overlay drawings, and pattern 
descriptions to your drawing file (see ICEM Design/Drafting Data Management manual, section 
6. 1.2.1). These tablet picks are described as follows: 

RESTORE HAWORTH PATS — This tablet pick restores a part named FACPATl which consists of 
pattern descriptions and diagrams for the FACPATl pattern library. 

RESTORE OFFICE PATS — This tablet pick restores a part named FACPAT2 which consists of 
pattern descriptions and diagrams for the FACPAT2 pattern library. 

RESTORE ETC DEMO — This tablet pick restores a part named ETC2 DEMO which is an example 
layout. You are encouraged to experiment with unblanking and scaling this part. 

RESTORE WING LAYOUT — This tablet pick restores a part named WING which is an example of a 
three • dimensional layout . 

RESTORE CDC LAYOUT — This tablet pick restores a part named TOWER which is an example 
layout. You are encouraged to experiment with unblanking and scaling this part. 

RESTORE FAC2 LAYl — This tablet pick restores a part named FULL TABLET which is a drawing of 
the FACl and LAYl tablet overlays. 

RESTORE R0FF1-— This tablet pick restores a part named OFFICE FURNITURE TABLET OVERLAY which 
is a drawing of the ROFFl tablet overlay. 

RESTORE HAWl — This tablet pick restores a part named HAWORTH which is a drawing of the HAWl 
tablet overlay. 

RESTORE MGRl MGR2 — This tablet pick restores a part named MGR TAB OL which is a drawing of 
the MGRl and MGR2 tablet overlays. 
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H 

HAWORTH 

FABRIC PANELS 

HAWORTH 

VIDENE PANELS 

HAWORTH 

WORK SURFACE 

H" 1 

HW 

SHELF 

HW 

FLIP 

DOOR 

HW 

LAT 

FILE 

HW 

LIGHT 

tZZZJ 

HW 

TACK 

BOARD 

HW 

PEN 

DRAWER 

'*x“« 

lUj 

HW 

TYPE 

TABLE 

m 

HW 

ROUND 

TABLE 

36 DIA 

HW 
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TABLE 

42 DIA 

HW 

COUNT 

TOP 

f — 1 

HW 

BILL 

OF 

MTLS 




1 

LENGTH HEIGHT 

LENGTH HEIGHT 
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f: 1 
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CHANGE PAGE 
OFFICE FURN 
<ROFF1) 

NAME: 

HAW1 

/. 

A 

















CHANGE PAGE 
FAC. LAYOUT 
(LAY1) 


HAW1 

TABLET OVERLAY 

Used for placement of Haworth components. 
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HAW1 TABLET OVERLAY 


This section describes how to use the HAWl tablet overlay selections. 


Activation 


The Component Furniture tablet overlay is activated by touching the pen to the CHANGE PAGE 
HAWORTH COMP tablet pick on any of the tablet pattern retrieval overlays. Place the 
Component Furniture overlay directly over the lower third of the tablet. The HAWl overlay 
is ready to use. 



CHANGE PAGE 
HAWORTH COMP 
(HAW1) 

CHANGE PAGE 
FAC. LAYOUT 
(LAY1) 


Use 

To begin a new HAWl layout, place a reference point on the screen. See chapter 1 of the 
ICEM Deslgn/Draf ting Basic. Construction manual for point creation. 

To add to or revise an existing component furniture layout, reference points must be made 
visible by unblanking all points. See chapter 4, section 2.7 of the ICEM Design/ Drafting 
Introduction and System Controls manual or select the UNBLANK ALL points tablet pick on the 
FACl overlay. 

After a reference point has been chosen as the layout origin, select the panel or component 
you want to place on the layout. Panels and components will henceforth be referred to as 
patterns. Your options are in the top row of the HAWl overlay. Each pattern type is 
pictured on the tablet overlay. The origin point on the pattern is shown as a small x. 

This X will correspond to the x (reference point) that was chosen as the layout origin. The 
X, on the pattern, also serves as a base point for rotation, if you need to place the item 
in an orientation other than that shown on the tablet overlay. 

To choose a pattern, touch the pen to the tablet pick which describes the item you want to 
place in the layout. For example, suppose you wish to choose a Haworth Fabric Panel three 
feet long and eighty inches high. Under the Haworth Fabric Panel section of the HAWl 
tablet, touch the pen to the tablet pick 80" in the row corresponding to the three foot 
length. If you wish to choose a Haworth counter top, touch the pen to the COUNT TOP tablet 
pick. The system then prompts you for the following Modify Modals: 

—MODIFY MODALS 
1. ORIGIN METHOD 
2. SCALE FACTOR 

3. ROTATION ANGLE 

4. ROTATION AXIS 
5. ORIENTATION 
6 . 

7. ENTITY GROUPING 

8. LEVEL 

- 9. PEN 

10. COLOR 

11. ENTITY NAME 
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Each of the previous choices is described in the following list: 

1. ORIGIN METHOD — This modal has a default setting of EXISTING POINT. This setting is 
required for placement of Haworth components. 

2. SCALE FACTOR — You may set a new scale factor if desired. 

3. ROTATION ANGLE — You may rotate the pattern in a counterclockwise direction around its 
origin. 

4. ROTATION AXIS — This modal should not be changed from Z/ZT-AXIS. 

5. ORIENTATION — This modal should not be changed. 

7. ENTITY GROUPING — The default setting is OFF. Placement of Haworth patterns requires 
this modal to be off. 

8. LEVEL — You may place the pattern on the level at which it was created, the current 
level, or any other level. 

9. PEN — You may assign to the pattern the pen number with which it was originally created, 
the current pen number, or any other pen number. 

10. COLOR — The color modal does not need to be changed. 

11. ENTITY NAME — The entity name modal does not need to be changed. 

After modifying the modals, enter ]. The FACl tablet contains picks which automatically set 
modals to common settings (see the PLACE ON PATTERN LEVEL and PLACE ON CURRENT LEVEL tablet 
picks). The system then prompts: 

INDICATE POINT 

Position the cursor over the reference point that has been chosen as the origin. After the 
pattern has been placed on the layout, the system will prompt: 

INDICATE POINT 

You can place the same pattern again by indicating a new reference point. If you do not 
want to use this pattern, you may exit the routine by touching the pen to the main menu 
tablet pick or by typing F. 

The round table, typing table, and pen drawer patterns are placed in the layout by screen 
position, not by reference point. The first prompt after choosing the pattern is: 

INDICATE POSITION 

With the cursor or crosshairs, indicate where on the layout the center of the round table or 
origin point of the typing table or pen drawer should be located. The remaining prompts are 
the same as with the other Haworth patterns. 
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WS A 

WS C 

WS E 

WS B 

WS D 

WS F 


These tablet squares retrieve the six Control Data standard component furniture work 
stations. Each pattern is retrieved as a group. The patterns are placed by screen position 
with the origin in the lower left corner. Pictures of each workstation should be studied 
before using in a layout (see appendix F). The prompts for these patterns are the same as 
the other component furniture patterns. 

To obtain a bill of materials for a con 5 )onent furniture layout shown on the screen, touch 
the pen to' the BILL OF MATRL. tablet pick, then file and terminate the ICEM Facilities. See 
appendix I for further instructions on obtaining the bill of materials. 


NOTE 


This tablet overlay was custom built for 
Control Data Corporation Facilities Planning 
Department. It includes 2 portions of the 
Haworth Component Furniture Product Line. 

If other products are needed in the design 
process, they can easily be Incorporated 
into a custom overlay. The BILL OF MATRL. 
format and content can also be customized to 
meet specific needs. 
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NAME: 

R0FF1 


OFFICE 

BOOKCASE 


LENGTH 

NO. 

SHELVES 

12 X 30 

2 

12 X 30 

3 

12 X 36 

2 

12 X 36 

3 

1 

COFFEE 

MACHINE 


CHAIR 


CREDENZA 



OFFICE 

CABINET 


12 X 36 


18 X 36 


24 X 36 


36 X 36 


UNIVERSAL 
18 X 36 


CONF. 

TABLE 


30 X 60 


UNIVERSAL 
30 X 60 


DESK 


W/ 

CHAIR 


W/0 

CHAIR 


30 X 55 


30 X 60 


44 X 72 


DRAFTING 

TABLE 


FILES 


W/ 

CHAIR 

W/0 

CHAIR 


LEGAL 

2 

STD. 


40 X 60 


LEGAL 

3 

STD. 


44 X 72 


LEGAL 

4 

STD. 




LEGAL 

5 

STD. 



UTILITIES 




AIR 

SUPPLY 

SPRINK 





JUNC- 

TION 






SWITCH 



CHANGE PAGE 
HAWORTH COMP 
(HAW1) 





CHANGE PAGE 
FAC. LAYOUT 
(LAY1) 


ROFF1 

TABLET OVERLAY 


Used for the placement of office furniture. 
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ROFF1 TABLET OVERLAY 


This section describes how to use the ROFFl tablet overlay selections. 


Activation 

ROFFl is activated by touching the pen to the CHANGE PAGE OFFICE FURN tablet pick on any of 
the tablet pattern retrieval overlays. The ROFFl overlay is placed directly over the lower 
third of the tablet overlay. The ROFFl overlay is ready to use. 



CHANGE PAGE 
OFFICE FURN 
(ROFFl) 
CHANGE PAGE 
FAC. LAYOUT 
(LAY1) 


Use 

The overlay is divided into eight sections. 

• OFFICE BOOKCASE 

• OFFICE CABINET 

• CONF. TABLE 

• DESK 

• DRAFTING TABLE 

• FILES 

• MISC. 

• UTILITIES 
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OFFICE 

BOOKCASE 

LENGTH 

NO. 

SHELVES 

12 X 30 

2 

12 X 30 

3 

12 X 36 

2 

12 X 36 

3 



This section retrieves patterns of office bookcases onto a layout. Touch the pen to the 
tablet pick that indicates the size and number of shelves for the bookcase. The next prompt 
is: 


MODIFY MODALS 

Modal modification is described in the HAWl tablet overlay section of this manual except for 
ORIGIN METHOD and ENTITY GROUPING. The origin method has been preset to SCREEN POSITION and 
the entity grouping has been preset to ON. You can change these models if you desire. 

When you finish setting the modify models, enter ]. The FACl tablet contains picks which 
automatically set models to common settings (see the PLACE ON PATTERN LEVEL and PLACE ON 
CURRENT LEVEL tablet picks). 

Position the cursor or crosshairs on the layout where you want to place a bookcase. The 
crosshair position will be positioned in the upper left corner of the bookcase. 

Place the same pattern in the layout again or return to the main menu by entering F and a 
carriage return. 
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OFFICE 

CABINET 


CONF. 

TABLE 

12 X 36 


30 X 60 

18 X 36 



■ 24 X 36 



36 X 36 



UNIVERSAL 


UNIVERSAL 

18 X 36 


30 X 60 





Touch the pen to the tablet pick that Indicates the size of the office cabinet or conference 
table. The next prompt Is: 

MODiry MODALS 

Modal modification Is described In the HAWl tablet overlay section of this manual except for 
ORIGIN METHOD and ENTITY GROUPING. The origin method has been preset to SCREEN POSITION and 
the entity grouping has been preset to ON. You can change these models if you desire. 

When you finish setting the modify models, enter ]. The FACl tablet contains picks which 
automatically set models to common settings (see the PLACE ON PATTERN LEVEL and PLACE ON 
CURRENT LEVEL tablet picks). 

Position the cursor or crosshairs on the layout where you want to place the pattern. The 
crosshair position will be positioned in the upper left corner of the pattern. 

Place the same pattern on the layout again or return to the main menu by entering F and a 
carriage return. 
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DESK 


w/ 

W/0 

CHAIR 

CHAIR 


30 X 55 


30 X 60 


44 X 72 



This section retrieves patterns of office desks with or without chairs. Touch the pen to 
the tablet pick that indicates the size of the desired desk. By touching the pen to the 
left side of the size tablet pick a desk with a chair will be retrieved. By touching the 
pen to the right side of the size tablet pick a desk without a chair will be retrieved. The- 
next prompt is: 

MODIFY MODAL S 

Modal modification is described in the HAWl tablet overlay section of this manual except for 
ORIGIN METHOD and ENTITY GROUPING. The origin method has been preset to SCREEN POSITION and 
the entity grouping has been preset to ON. You can change these modals if you desire. 

When you finish setting the modify modals, enter ]• The FACl tablet contains picks which 
automatically set modals to common settings (see the PLACE ON PATTERN LEVEL and PLACE ON 
CURRENT LEVEL tablet picks). 

Position the cursor or crosshairs on the layout where you want to place a pattern. The 
crosshair position will be positioned in the upper left corner of the pattern. 

Place the same pattern on the layout again or return to the main menu by entering F and a 
carriage return. 
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DRAFTING 

TABLE 



W/ 

CHAIR 


W/0 

CHAIR 


40 X 60 


44 X 72 


This section operates In the same way as the desk section of the ROFF. Touch the pen to the 
tablet pick that Indicates the size of the desired table. By touching the pen to the left 
side of the size tablet pick a desk with a chair will be retrieved. By touching the pen to 
the right side of the size tablet pick a desk without a chair will be retrieved. The system 
prompts: 

MODIFY MODALS 

Modal modification is described in the HAWl tablet overlay section of this manual except for 
ORIGIN METHOD and ENTITY GROUPING. The origin method has been preset to SCREEN POSITION and 
the entity grouping has been preset to ON. You can change these models if you desire. 

When you finish setting the modify models, enter ]. The FACl tablet contains picks which 
automatically set modals to common settings (see the PLACE ON PATTERN LEVEL and PLACE ON 
CURRENT LEVEL tablet picks). 

Position the cursor or crosshairs on the layout where you want to place a pattern. The 
crosshair position will be positioned in the upper left corner of the pattern. Place the 
same pattern on the layout again or return to the main menu by entering F and a carriage 
return. 
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files 

LEGAL 

2 

STD. 

LEGAL 

3 

STD. 

legal 

4 

STD. 

LEGAL 

5 



STD. 



This section retrieves patterns of standard and legal file cabinets. Touch the pen to the 
tablet pick that states either LEGAL or STD. The numbers 2, 3, 4, 5 in the center column 
indicate the number of drawers in the file cabinet. The next proiiq)t is: 

MODIFY MODALS 

Modal modification is described in the UAWl tablet overlay section of this manual except for 
ORIGIN METHOD and ENTITY GROUPING. The origin method has been preset to SCREEN POSITION and 
the entity grouping has been preset to ON. You can change these modals if you desire. 

When you finish setting the modify modals, enter ]. The FACl tablet contains picks which 
automatically set modals to common settings (see the PLACE ON PATTERN LEVEL and PLACE ON 
CURRENT LEVEL tablet picks). 

Position the cursor or crosshairs on the layout where you want to place a pattern. The 
crosshair position will be positioned in the upper left corner of the pattern. Place the 
same pattern on the layout again or return to the main menu by entering F and a carriage 
return. 
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COFFEE 

MACHINE 


CHAIR 


CREDENZA 




This section retrieves patterns of a coffee machine, chair, or credenza. Placement of the 
patterns is the same as with the other office furniture patterns. Touch the pen to the 
appropriate tablet pick. The next prompt is: 

MODIFY MODALS 

Modal modification is described in Che HAWl tablet overlay section of this manual except for 
ORIGIN METHOD and ENTITY GROUPING. The origin method has been preset to SCREEN POSITION and 
the entity grouping has been preset to ON. You can change these modals if you desire. 

When you finish setting the modify modals, enter ]. The FACl tablet contains picks which 
automatically set modals to common settings (see the PLACE ON PATTERN LEVEL and PLACE ON 
CURRENT LEVEL tablet picks). 

Position the cursor or crosshairs on the layout where you want to place a pattern. The 
crosshair position will be positioned in the upper left corner of the pattern. Place the 
same pattern on the layout again or return to the main menu by entering F and a carriage 
return. 
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UTILITIES 

AIR 

SUPPLY 

SPRINK 


JUNC- 

TION 



SWITCH 







This section retrieves patterns of some common electrical and mechanical symbols. Placement 
of the patterns Is the same as with the office furniture patterns. See appendix F for a 
picture of the patterns and the location of the reference point patterns. Touch the pen to 
the appropriate tablet pick. The next prompt is: 

MODIFY MODALS 

Modal modification is described in the HAWl tablet overlay section of this manual except for 
ORIGIN METHOD and ENTITY GROUPING. The origin method has been preset to SCREEN POSITION and 
the entity grouping has been preset to ON. You can change these modals if you desire. 

When you finish setting the modify modals, enter ]. The FACl tablet contains picks which 
automatically set modals to common settings (see the PLACE ON PATTERN LEVEL and PLACE ON 
CURRENT LEVEL tablet picks). 

Position the cursor or crosshairs on the layout where you want to place a pattern. The 
crosshair position will be positioned in the upper left corner of the pattern. Place the 
same pattern on the layout again or return to the main menu by entering F and a carriage 
return. 
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MGR1 & MGR2 

TABLET OVERLAYS 

Functions provided for facilities manager. These two overlays must be used together. 
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MGR1 AND MGR2 TABLET OVERLAYS 

This section describes how to use the MGRl and MGR2 tablet overlay selections. 


Activation 

The Facilities Managers Tablet Overlay Is activated when the same procedures Illustrated In 
appendix L are followed. Select the TAPES file containing the drawing you want. After you 
type In your user name, password, and application, the NOS slash will appear on the work 
station screen. At this time you should type In the same sequence of events to activate the 
FACl and LAYl tablet page/overlay. Type In MGRl and MGR2 Instead of typing In FACl and LAYl 
respectively. This procedure will Initialize the system, the software, and activate the 
Facilities Manager Tablet Overlay. To review the TAPES drawings, type In the word LIST when 
the prompt ENTER PART NAME appears. A list of building drawings will appear on the 

screen. The prompt appears below the list: 

ENTER PART NAME 

Type In a name from the list to view a building drawing. The sheet number can also be 
obtained from this list: 

SHEET NUMBER 


Use 

There are 4 main sections to the facilities managers tablet overlay: 

1. REPAINT/MOVE WINDOW 

2. ZOOM 

3. BLANK/UNBLANK LEVELS 

4 . TERMINATE DRAWING 
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REPAINT/MOVE WINDOW 


REPAINT 



/ 

\ 



MOVE 

WINDOW 



\ 

/ 




Repaint all that is currently displayed on the workstation screen by touching the pen to the 
REPAINT rectangle. 

You can move the viewing window of the screen by touching the pen to one of the arrows 
surrounding the MOVE WINDOW tablet pick. The options for scrolling the viewing window are 
UP, DOWN, RIGHT, and LEFT. 
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191 


The UNBLANK levels section allows you to view or not to view any facilities discipline (for 
example wall layouts, light layouts, celling grids, fire routes) or combination of 
disciplines. To view a facilities discipline on the screen, touch the pen to the 
UNBLANK/BLANK rectangular. Then touch the pen to the tablet pick with the discipline you 
want to display on the screen. 

To erase a discipline from the display, touch the pen to the BLANK LEVELS rectangle, then 
touch the pen to the tablet pick with the discipline you want to erase from the screen. To 
display the new levels pick REPAINT. 
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TERMINATE DRAWING 



TERMINATE CURRENT 
DRAWING 

THEN LIST BUILDING DWGS 


By touching the pen to the rectangle, the drawing displayed on the work station screen is 
terminated, and a list of building drawings will appear on the screen. The prompt will 
appear below the list; 

ENTER PART NAME 

Type in a name from the list to view a building drawing. 
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TERMINATE CURRENT 
DRAWING 
AND END SESSION 



The drawing displayed on the workstation screen Is terminated and the session Is ended by 
touching the pen to the rectangle. To begin a new session, repeat the procedure outlined in 


ACTIVATION. 
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GLOSSARY 


A 


Angle 

In ICEM Facilities, angles are entered in response to prompts according to the following 
conventions: 

• Positive rotation angle is measured counterclockwise from the positive 
horizontal axis. 

• Negative rotation is measured clockwise from the positive horizontal axis. 


Arc 


An entity which is defined as any part of a circle. Since graphics display devices can 
only draw straight lines, an arc on the screen is drawn as a series of line segments. 

The number of segments displayed may be controlled by the display tolerance modal. 

Depth 

A preset value for ZT that references the Work space associated with a view. 
Two-dimensional entities (arcs, conics, strings, and 2-dimensional splines) are defined 
in the work space on the ZT plane determined by the value of depth. Each work space has 
its own depth value. Thus, changing views can change the depth, in addition to the work 
space. 

Global Zoom Scale 

The magnification and the region of display of a view layout. Normally, a view layout 
is displayed without magnification. However, you can choose to magnify specific regions 
of the layout for more detailed display. 

Group 

A collection of entities which can be selected with one tablet pick. Groups are formed 
either during pattern retrieval or by the group operation. 


HVAC 


Heating, ventilation, and air conditioning. 


Line 

An entity which is a straight line. Many facilities components are composed of lines 
such as doors, walls, and windows. In the facilities package, it is usually possible to 
select only the basic entities such as points, lines and arcs rather than collections of 
entities that may be used to define a wall, door, or window. The only exception is when 
the collection of entities forms a group. It is useful to think in terms of the basic 
entities rather than what they represent. Thus one prompt reads LINE END rather than 
WALL END because a wall is represented by two parallel lines. 
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Pattern 


One or more entities which have been previously stored on the pattern library. Almost 
anything which can be created in ICEM Facilities can be stored as a pattern. The 
pattern may then be recalled and placed on a drawing any number of times, saving the 
work of recreating Che entities each time. Patterns may be stored as solely local 
patterns (local to the current drawing file) or as global patterns. (See chapter 2, 
section 6.2 of Che ICEM Design/Drafting Data Management manual.) 

ICEM Facilities has predefined a global pattern library. It may be accessed by many 
users simultaneously and may be updated by the user. 

Point 

An entity with X, Y and Z coordinates and represented by an X on a drawing. It may be 
selected and used in defining other entities. The facilities management system only 
uses the X and Y coordinates. The Z value is set to zero. 

Tablet Overlay 

The physical sheet placed on the tablet which describes the action programmed in a 
tablet square. The names in the tablet page correspond to the names on the tablet 
overlay. Three overlays may be present on the tablet at a time; 

• The fixed tablet overlay placed at the top of the tablet. 

• The upper user definable tablet overlay. 

• The lower user definable tablet overlay. 

Tablet Page 

One of three areas on the tablet, the lower two of which may be reprogrammed at your 
discretion. A page is made up of 200 tablet squares that can be called as a unit, and 
may be assigned to one of the lower two areas of the tablet. The tablet page contains 
the programming code that is read by the tablet pick on the tablet overlay. The tablet 
overlay is the physical plastic overlay which is placed on the tablet, the tablet page 
is the programming code counterpart. 

Tablet Pick 

The action of selecting a tablet square with the tablet pen. 

Tablet Square 

The smallest programmable unit on the tablet page, associated with a physical square on 
a tablet overlay. 

View 


A specific way of looking at a design. Each view has a transform coordinate system 
associated with it. Mathematically, a view is defined as a 3-dimensional rotation of 
and translation away from the model space view. Every entity is defined in the 
coordinate system of a specific transform space. Views can be named (up to 16 
characters). 
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View Layout 


A configuration of views displayed at specified zoom scales in preassigned windows. Up 
to 32 views can be displayed in a layout simultaneously. 

View Models 

Characteristics that can be associated with views. For example, you can specify the 
model space axes, the window border, and the view name that will be displayed with 
specific views or with all displayed views. 

Window 

The rectangular region on the screen in which a view is displayed. If only one view is 
displayed, the window is the entire screen. 

Work View 

The displayed view in which screen position input is active. The work space associated 
with the work view is the definition transform space used for data input and entity 
construction. 

Zoom Scale 

The proportionate scale by which a displayed view is enlarged or reduced. 
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NOTES FOR THE SUPPORT PROGRAMMER 


B 


All the parts of ICEM Facilities can be customized to your particular needs. This appendix 
provides a brief introduction to customization. References to manuals for other products 
used by ICEM Facilities are included as needed. 

In all cases, the data and files provided as a part of ICEM Facilities can be modified, or 
new data and files can be generated. 


TABLET OVERLAYS 

Each square of the tablet page can be programmed to execute a specific function. The 
function is defined by a sequence of menu selections and/or text. This sequence is called 
the menu string. The menu string for each square is stored in a local text file named 
MSTRING. The string name is stored in coded form in the local file named TFILE. 

ICEM Facilities TFILE and MSTRING data is provided in permanent files FACTFIL and FACMSTR, 
respectively. These files are attached as local files named TFILE and MSTRING while ICEM 
Facilities is executing. 

Refer to chapter 3, section 7.13 of the ICEM Design/Drafting Data Management manual for 
instructions on tablet programming. 

All tablet picks in ICEM Facilities use the following conventions. Each square for the six 
ICEM Facilities tablet overlays points to an MSTRING name. There are two hundred squares on 
each of the six tablets, that is, ten rows by twenty columns. Each MSTRING name consists of 
one or two letters and a number between 1 and 200. The letters define the tablet 
overlay (F for FACl, H for HAWl , L for LAYl , R for ROFFl, MT for MGRl , MB for MGR2). The 
number defines which tablet square is being defined. Column one contains squares 1 through 
10, column two contains squares 11 through 20. This numbering scheme continues through 
column 20 which contains squares 191 through 200. 

These conventions allow you to modify ICEM Facilities by editing the MSTRING file named 
FACMSTR. 

Note that modifying the tablet page in MSTRING has no effect on any drawing of the tablet 
page that may exist. Changing the drawing to correspond to the page program is entirely 
your responsibility. 

Refer to appendix C of this manual for information on drawings of tablet pages. 


GPL PROGRAMS 

Within ICEM Design /Drafting you can use programs in the Graphics Programming Language (GPL) 
to automatically execute many ICEM Design/Drafting functions. 

GPL provides assignment and function statements for data manipulation, transfer -of -control 
statements for program control and major word statements to specify ICEM Design/Draf ting 
operations. 
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GPL programs can be created and/or edited within ICEM Design/Drafting or by using a text 
editor outside of ICEM Design/Drafting. 

GPL source code must be compiled before it can be used. The GPL source code provided with 
ICEM Facilities is in permanent file FACGPLS. Compiled GPL programs are in permanent file 
FACLIB. 

Refer to the ICEM Design/Drafting GPL Programming Language manual for information on GPL use. 


ATTRIBUTES 

Attributes are names and numbers associated with entities in an ICEM Design/Drafting 
drawing. Within ICEM Facilities, attributes are used as keys or pointers for report 
writing. They are attached to entities to identify Haworth components, office furniture, 
and construction work consisting of installing and removing walls, doors, lights, switches, 
outlets, and air supplies. 

Attributes are the only means used to transfer information from the drawings to the report 
writing programs. Therefore, if new components, construction operations or other things are 
to be Included in reports, attributes must be used. 

If a new component is added, an attribute must be attached to an entity in the pattern. If 
a new construction operation is added, an attribute must be attached by means of the GPL 
program. 

In addition, the report writing programs and database must be modified to deal with these 
new attributes as desired. 

Refer to appendixes D, F, and I of this manual for information on GPL programs, patterns, 
and report writing respectively, and to chapter 1, section 5.6 of the ICEM Design/Drafting 
Data Management manual for information on attribute management. 


PATTERNS 

Within ICEM Design/ Drafting, a pattern is defined as a set of entities that are combined and 
stored together under a name to allow those entitles to be easily reproduced at will. If 
the entities in a pattern have attributes attached to them, those attributes are reproduced 
with the entitles. 

ICEM Facilities use.s patterns for Haworth components, office furniture, and other commonly 
used drawing components. 

If a new pattern is added and an attribute is needed for report writing, the attribute 
should be attached to one entity in the set before the pattern is created. Only one 
attribute should be needed for each pattern, although more than one attribute and 
subattribute could be used. 

The patterns provided with ICEM Facilities are in permanent files FACPATl and FACPAT2. 

Refer to chapter 2, section 6.2 of the ICEM Design/Drafting Data Management manual for 
information on patterns. 
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REPORT WRITING 


ICEM Facilities generates reports through the use of a FORTRAN 5 program. Three kinds of 
reports are generated: office bill-of -materials, Haworth hi 11-of -materials, and 
construction cost estimates. 

The report generator source cod Is supplied in the ICEM Facilities package (file name 
REPSRC). This allows the user to customize the report generator and report formats to his 
or her specific needs. 

The ICEM Facilities report generator reads two local files before generating a report. It 
first reads a data base that contains the current price list for the report to be 
generated. These data bases (file names OFDATA, HWDATA, and CEDATA) can be updated by the 
user with a text editor. The report generator also reads in an attribute list (file name 
LIST), This is a local file generated from ICEM Design/Drafting when the user makes the 
BILL OF MATRL. tablet pick. 

The ICEM Facilities report generator writes the reports to local files named OFBILL, HWBILL, 
and CEESTM. 


CUSTOMIZED TERMINAL USE 

Entry into ICEM Design/Drafting can be simplified by writing a NOS CCL procedure 
incorporating an input file for ICEM Design/Drafting. This input file should specify the 
baud rate and terminal type to be used, define the upper and lower tablet pages to be used, 
and place you at the ENTER PART NAME prompt within ICEM Design/Drafting. 

Separate procedures could be provided for each terminal type commonly used by your 
facilities department. 

Figure B-1 shows an example procedure, with notes to the right explaining some of the 
lines. Note that the first part of this procedure is similar to procedure ICEMFAC provided 
with ICEM Facilities, Copies of ICEMFAC can be edited to incorporate the input file or new 
procedures can be created. 
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Procedure 


Notes 


.PR0C,TEK4114*I,FN"F0R DRAWING FILE". 
ATTACH , TAPE3=FN/M=« W . 

ATTACH , GPLLIB=FACLIB . 

ATTACH , MSTRING-FACMSTR . 

ATTACH , TFILE-FACTFIL. 

ATTACH , GPARTS=FACGPRT . 

ATTACH , PATTERN«=FACPAT 1 . 

ATTACH, FACPAT2. 

ATTACH ,GOLIB/UN»APPLLIB . 

ATTACH, ICEMDDN/UN=APPLLIB ,NA. 
ICEMDDN,I-IT4114. 

.DATA,IT4114. 

9 

6 

1 

2 

1 

1 

ICEM Facilities 
1 
2 
1 
1 

16 

1 

FACl 

2 

LAYl 

F 

4 

6 

Y 


Specify 9600 baud 

Specify Tektronix 4114 terminal 

with menu area on screen, 

Tektronix option 13 tablet, 

local display file, and local 

character set 

Dummy part name 

and sheet number 

Units 

and drafting standard 
Define tablet page 

upper 
as FACl 

Define tablet page 

lower 

as LAYl 

Return to main menu 
and select FILE/EXIT 
Do not file part 
Terminate this part 




V. 


Figure B-1. Example NOS CCL Procedure 


This example specifies a Tektronix 4114 terminal operating at 9600 baud and defines FACl as 
the upper tablet page and LAYl as the lower tablet page. Part name ICEM Facilities, and 
sheet 1, do not refer to a real part, but are dummy entries that get you far enough into 
ICEM Design/Drafting so that you can define the tablet pages. You can use any dummy name 
and sheet number as long as they are not the same as those for any real parts in your 
TAPE3 drawing file. 

Refer to NOS Version 2 Reference Set, Volume 3 for information on CCL procedures and to the 
ICEM Design/Drafting Introduction and System Controls manual for information on terminal 
types and baud rates. 
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CUSTOMIZED MANAGER USE 


Similar to customizing a procedure for terminal use described previously, a procedure can be 
customized for facilities manager use. The baud rate and terminal type should be as 
specified previously but the tablet pages should be defined to be MGRl and MGR2. 

Figure B-2 shows an example procedure specifying a Tektronix 4114 -utminal operating at 9600 
baud with pages MGRl and MGR2 defined. 


Procedure 


Notes 


,PR0C,MGR4114*I,FN"F0R DRAWING FILE 
ATTACH , TAPE3=FN/M»W . 

ATTACH , GPLLIB-FACLIB . 

GET , MSTRING=FACMSTR. 

ATTACH , TFILE-FACTF IL . 

ATTACH , GPARTSr»FACGPRTR. 

ATTACH , PATTERN=FACPAT1 . 

ATTACH, FACPAT2. 

ATTACH ,GOLIB/UN=APPLLIB . 

ATTACH , ICEMDDN/ UN=APPLLIB , NA. 
ICEMDDN,I=M4114. 

.DATA,M4114. 

9 

6 

1 

2 

1 

1 

ICEM Facilities. 

1 

2 

1 

1 

16 

1 

MGRl 

2 

MGR2 

F 

4 

6 

Y 


Specify 9600 baud 

Specify Tektronix 4114 terminal 

with menu area on screen and 

Tektronix option 13 tablet, 

local display file, and local 

character set 

Dummy part name 

and sheet number 

Units 

and drafting standard 
Define tablet page 

upper 
as MGRl 

Define tablet page 

lower 

as MGR2 

Return to main menu 
and select FILE/EXIT 
Do not file part 
Terminate this part 


Figure B-2. Example Tektronix 4114 Terminal Procedure 
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TABLET OVERLAYS AND PAGES 


C 


ICEM Facilities uses six tablet overlays and six tablet pages. Each tablet pick of each 
tablet page can be programmed to execute a specific function. The function is defined by a 
sequence of menu selections and/or text. This sequence is called the menu string. The menu . 
string for each tablet pick is stored in coded form in a local text file named MSTRING. The 
string name is stored in coded form in file TFILE, 


Each tablet page is stored in TFILE by name. The page names and general function of each 
are as follows: 


Name 

FACl 

LAYl 

HAWl 

ROFFl 

MGRl and MGR2 


Function 


General purpose for level management and operations used throughout ICEM 
Facilities, Includes many ICEM Design/Drafting operations. 

Basic layout of permanent structural components, e.g., walls, doors, and 
windows. Includes operations for construction drawings. 

Placement of Haworth components. 

Placement of office furniture. 

Function for the facilities manager. These two must be used together. 


These overlays are provided on permanent file FACTFIL and FACMSTR. Copies are included in 
this appendix. 

The pages corresponding to the tablet overlays are also supplied in a GPARTS format, file 
name FACGPRT and can be plotted out using ICEM Design/Drafting. These drawings can be 
retrieved using the RESTORE FACl LAYl, RESTORE HAWl, RESTORE ROFFl, and RESTORE MGRl MGR2 
tablet picks on the LAYl tablet overlay. Refer to chapter 3, section 7,2 of the ICEM 
Design/Drafting Data Management manual and appendix B of the ICEM Design/Drafting 
Introduction and System Controls manual for more information. 
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Figure C-2. Haworth Layout Tablet 
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Figure C-3, Office Furniture Layout Tablet 
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GPL PROGRAMS 


D 


ICEM Facilities uses many programs written in the Graphics Programming Language (GPL) to 
automatically execute ICEM Design /Drafting functions. These programs are provided as source 
code and compiled code on files FACGPLS and FACLIB respectively. 

These programs are executed by tablet picks but could also be run by name. Refer to the 
ICEM Design/Drafting GPL Programming Language manual for information on GPL use. 

The program names and functions are as follows: 

Name Function 


FACGPL 

CALC 

SQFEET 

DUPNOTE 

NEWWAL 

REMWAL 

NEWDOR 

REMDOR 

NEWLIT 

REMLIT 

NEWAIR 

REMAIR 

NEWSWI 

REMSWI 

NEWOUT 

REMOUT 

OUTDOR 

INIT 


Constructs walls, doors, windows, and columns. 

Functions as a calculator. 

Computes square footage. 

Places the same note at selected locations. 

The following 12 program names indicate installation or removal of wall, 
door, light, air supply, switch, or outlet, respectively. 


Removes door symbol and closes the opening with a continuous wall. 
Sets variables in the Run Time Library. 
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ATTRIBUTES 


E 


Attributes are names and numbers associated with entities in an ICEM Design/Drafting 
drawing. Within ICEM Facilities, attributes are used as keys or pointers for report 
writing. They are attached to entities to identify Haworth components, office furniture, 
and construction work for installation a:nd removal of walls, doors, lights, switches, 
outlets, and air supplies. 

Refer to appendix F of this manual for a list of attributes used for Haworth components and 
office furniture. 

In addition to those attributes the following are used: 

REMOVE WALL 
NEW WALL 
REMOVE DOOR 
NEW DOOR 
REMOVE LIGHT 
NEW LIGHT 
REMOVE AIR SUPPLY 
NEW AIR SUPPLY 
REMOVE SWITCH 
NEW SWITCH 
REMOVE OUTLET 
NEW OUTLET 

These attributes are self-explanatory. 
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PATTERNS 


F 


Within ICEM Design/Drafting, a pattern is defined as a set of entities that are combined and 
stored together under a name to allow those entities to be easily reproduced at will. The 
patterns in this appendix have been presented with the attributes displayed at the upper 
right side of the pattern illustration. 

ICEM Facilities uses patterns for Haworth components, office furniture, and other commonly 
drawn components. 

There are two pattern files in the ICEM Facilities package. They are direct access files 
FACPATl and FACPAT2. 


Any of these patterns can be called by name. Those marked with an asterisk before the 
original name can only be called by name; the others are called by making tablet picks. 

The following figures illustrate these patterns; 

Figures Patterns 

F-1 to F-3 Primary pattern list 

F-4 to F-6 Patterns created on levels 

F-7 Pattern symbols 

F-8 Illustration of the north symbol 

F-9 Illustration of the scale in feet symbol 

F-10 Secondary pattern list 

F-11 to F-13 Patterns created on levels 
Figures F-1 through F-3 are a list of the patterns stored on FACPATl. 
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Figure F-1. Primary Pattern List 


F-2 


60461690 03 



MIO. NMC 


MS24 

PVS42 

PiWM 

PRVS 

CTKIS 

Ml 

TMIt 

TLS 

Ltrc 


a L 0 ■ 

sf«V 

r?? i A 

IM C A 
1M E A 
177 E A 
IM E A 
117 E A 

117 E A 
tt7 E A 

87 E A 
97 E A 

118 E A 

12 E A 
82 E A 
IM E A 
IM E A 
ff7 E A 


A A T T E A N 

^W^’OATE 0 


L I 1 T 

y vn 


187 E A 
I2S E A 
I2S E A 
128 E A 
187 E A 

187 B A 
IM B A 
IM B A 
87 E A 
87 E A 

87 E A 


8/ t/M V||M. Wt^ILP**** ^ ** LEV-18 
8/ i/81 •'-8 X 24 LEV-1 M 

8/ 1/88 Sm? ^ ^ LEV-187 

8/ 1/81 2'** * ** LEV-18 

8/ 1/81 r8j(8^ |^I ^ ^^008.VIDtNE 8'-8 LEV-18 


48 8/ 1/M 

87 8/ i/81 ^ 

21 8 / 1/88 S' 

81 8/ 1/81 S| 

88 8/ 1/M ^ 

44 8/ 1/M CT 

M 8/ 1/M U 

82 8/ 1/M t| 
M 8/ I/M 

If 8/ 1/M S 


W VtOCNE-«.T OAK LEV- 
iif LEV-1M 8EN-2 ATT- 


1818 H« T^ 80AII0^A881C LEV-IM KN- 

1 $*TAiK LI8HT B'-8 LEV-IM PBN-2 AT 

kfil EILE-VIDBNE f LEV-IM PE 
• 1 ATT-LP8V-8 


17 •/ */M KSPpillSi'WSrfUil " *'• “« “* 

18 8/ 2/88 TPA^ nM^LE 42 OlA LT. OAK LEV 

24 8/ 2/M S^ 4 ^^^*|yfP ^4 ' -8 X 24 LT. OAK 

28 8/ 2/88 jWAMj*-8 X 24 LT. OAK 

M 8/ 2/M wgMl^'l^ |IA§K|||**8 X M LT. OAK 


44 0/ 2/88 MiB IMLP 4'-« LEV-IM PEN-2 ATT 

47 0/ 2/88 Ul’^HW IKO INUJ 8'^ LEV-IM PEN-2 ATT 
•I ./ */OT gsgjj J^IJgl^gOU 4'-. LT. 0-( l£V.I 

M 8/ 2/M PNVJ, »« 

18 8/ 2/M OPl^SUiJjlLE 8'-8 LT OAK LEV-IM PE 
H 8/ 2/M LFi4 mW^*PILE 4*-8 LT. OAK LEV-IM 
28 8/ 2/M STy TAilrLTiHT 4 '-8 LEV-IM PEN-2 AT 
21 8/ 2/M TA8K LX8MT l'-8 LEV-IM PEN-2 AT 

28 8/ 2/M TM18 MT^ 80AN0 4*-8 X 18 PAiRIC L 
EV-IM PEN-2 ATT-TE-AIE 


Figure F-2. Primary Pattern List (continued) 
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Figure F-3. Primary Pattern List (continued) 
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Figure 
level 7 


F-4 is an illustration of the patterns from FACPATl that were created on original 
. These patterns are oriented in the bottom left corner of the pattern. 
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Figure F-4. Patterns Created on Original Level 7 
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Figure F-5 is an illustration of the patterns from FACPATl that were created on original 
level 107 « These patterns are oriented in the bottom left corner of the pattern. 
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Figure F-5. Patterns Created on Original Level 107 
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Figure F-6 is an illustration of the patterns from FACPATl that were created on original 
level 108. These patterns are oriented in the top left corner of the pattern with the 
following exceptions. TPR-36, TPR-42 and TTC-1936 are oriented in the middle. CTS-515 is 
oriented at the middle left side. DS-3 is oriented in the middle of the bottom line. 


^ 








M>424 


I _Lf4 v-t 




M-1 




i 

o 

0 



Figure F-6. Patterns Created on Original Level 108 
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Figure F-7 is an illustration of the key to symbol pattern. It is oriented in the top left 
corner of the figure. This pattern is on FACPATl. The parts of this pattern come from 
several different original levels and hence, when placed on a drawing, original levels 
should NOT be retained. 
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Figure F-7. Symbol Patterns 
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Figure F-8 is an illustration of the north symbol. It is oriented in the middle and has an 
original level of 37. This pattern is on FACPATl. 



Figure F-8. Illustration of the North Symbol 


Figure F-9 is an illustration of the scale in feet symbol. It is oriented at the side of 
the pattern and has an original level of 2. This pattern is on FACPATl. 
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Figure F-9. 


Illustration of the Scale in Feet Symbol 


60461690 03 


F-9 




Figure F-10 is a list of the patterns stored on FACPAT2. 



Figure F-10. Secondary Pattern List 
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Figures F-11 and F-12 are illustrations of patterns from FACPAT2 that were created on 
original levels 30 and 31 . These patterns are oriented in the top left corner of the 
patterns. 
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Figure F-11. Illustrations of Patterns Created on Original Level 30 
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Figure F-12. Illustrations of Patterns Created on Level 31 
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Figure F-13 is an illustration of the patterns from FACPAT2 that were created on original 
levels 35 and 36 with the following exceptions. JUNCTION and SWITCH were created on level 
40, SPRINKLER on level 60, and the AIR SUPPLY on level 50. These patterns are oriented on 
the top left corner of the patterns. 
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Figure F-13. Illustrations of Patterns Created on Original Levels 35 and 36 
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c 

c 



LEVELS 


G 


r 

v_, ■ 



The following levels are set, blanked, and unblanked by tablet picks from page FACl. 


PATTERNS 

Current Construction 

New Construction 

PERMANENT STRUCTURE 

0 

NAt 

DEMOUNTABLE- WALLS 

1 

101 

ROOM NUMBER 

3 

103 

TITLE BLOCK 

37 

104 

FURNITURE 

7 

107 

COMPONENTS 

8 

108 

MECHANICAL LAYOUT 

10 

110 

POWER LAYOUT 

25 

125 

CEILING GRID 

30 

130 

LIGHT LAYOUT 

351 

124 

FIRE ROUTES 

34 

NAt 

SPACE ACCOUNTING 

35 

NAt 

MI SC. TEXT 

39 

139 

DIMENSIONS 

NA t 

106 

SYMBOLS 

NAt 

105 



Note that original levels for patterns may not correspond to these levels. 



t NA indicates NOT APPLICABLE. 
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ICEM FACILITtES 


H 


The following is a list of the files provided in the ICEM FACILITIES software package and 
descriptions of each file. 


Access /Content 

File Name 

Description 

Indirect Source 

INSTALL 

The installation procedure 

Direct Binary 

FACTFIL 

Facilities tablet file 

Direct Binary 

FACMSTR 

MSTRING file 

Direct Binary 

FACPATl 

Global pattern file 

Direct Binary 

FACPAT2 

Global pattern file 

Indirect Source 

FACGPLS 

GPL source 

Direct Binary 

FACLIB 

Compiled GPL library 

Direct Binary 

FACGPRT 

GPARTS file with tablet overlays, pattern 
descriptions, and example layouts. 

Indirect Source 

EXAMPLE 

Input trace for example layout 

Indirect Source 

ICEMFAC 

Procedure file for ICEM Facilities 

Indirect Source 

REPSRC 

Report generator FORTRAN 5 program 

Indirect Binary 

REPABS 

Absolutized version of REPSRC 

Indirect Text 

OFDATA 

Office component data base 

Inditect Text 

HWDATA 

Haworth component data base 

Indirect Text 

CEDATA 

Cost estimate component data base 

Indirect Proc 

REPORTS 

Procedure file to run the report generator 

Indirect Proc 

VERIFY 

Installation verification procedure 

Indirect Source 

VERIT 

Input trace file for verification 
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REPORT WRITING 


I 


ICEM FACILITIES produces three kinds of reports: Haworth bill-of-materials , office 
bill-of-materials , and construction estimates. The bill-of-materials reports present a 
listing of all those items specified in the drawing. The construction estimate report 
presents the total estimated cost for removal and installation of doors, demountable walls, 
etc. specified in the drawing. 

To generate a report follow this procedure: 

1. Select tablet pick BILL OF MATRL. on page FACl. 

2. Terminate ICEM Design/Drafting by keying in F.4.3.Y 

3. In response to the NOS prompt, enter: 

BEGIN,, REPORTS 

4. Make a menu selection for desired report. 

REPORT 

1 OFFICE BILL OF MATERIALS 

2 HAWORTH BILL OF MATERIALS 

3 NEW CONSTRUCTION COST ESTIMATES 

4 TERMINATE 

5. The report is then dis’played on the screen and the menu is repeated. Continue- by 
selecting another report to be generated, or select 4 TERMINATE to end the report 
generation. 

6. The reports reside on local files OFBILL, HWBILL, or CEESTM. Save and route them as 
desired. 

Figures I-l and 1-2 show examples of two of these reports. 


HMMORTH 

tiu. or nateiiimlS 


rMT MMC t HWTEtT 


ArrntBUtE 


ott 

UNIT 

EXTENDED 

NAME 

KOOlirTION 


C08T 

COST 



AA* 

AAAA 


CTS-SIG 

66 X M COUNTEH TOP / nrariU • / LT OAK 

1 

77.BB 

77.88 

&S-3 

PENCIL DRAMER / PROFILE ■ 


B.ca 

8.6B 

rpHy-s 

3’>t REG. flipper DOOR /PROFILE O/LT OAK 


tS.GB 

88.68 

L»By-3 

i’*B LATERE, file bin / PROFILE B/LT OAK 

1 

ISS.BB 

166.88 

SM .1 

3*-B REGULAR BHELF / PROFILE B 

I 

44.18 

44.18 

Tb 3tS 

FABRIC TACK BOARD I'-B X 18 / COLOR 

1 

40. 4B 

40.48 

II. t 

3’-B TASK LIGHT 

1 

61.18 

61.18 

rm 96 

ROUND table 16 DIA./ PROFILE B /LT OAK 

I 

121.88 

121.88 

rPB 42 

ROUND table 42 DIA./ PROFIU B /LT OAK 

1 

118.86 

1K.86 

nc- IB96 

total 

TYPING TABLE M/CASTORS IBXW/LT OAK/B 


176.28 

176.28 

888.81 


Figure I-l. Haworth Bill of Materials 
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n.Mir INSIICCIIINB 
PMOJECT ESTIMTE 


MUr MMC I TESTMC 


MOW TTAC 

oty 


•mm 

MOVE AIM : UPALY 

i.m 

AEHOVE WALL 

2.M 

NkW WALL 

2.4C 

MOVE WALL 

S.SI 

MOVE SWfTCM 

t.M 

MOVE OUTLET 

I.M 

MOVE DOOR 

I.M 

MOVE LIOHT 

t.M 


total 


UNIT 

UNIT 

EXTENDED 

MAMW 

CMT 

mmmm 

COET 

EA 

4S.M 

4S.M 

LIM AT 

2.M 

S.M 

LIN AT 

4E.M 

ttD.M 

LIN AT 

2S.M 

t»7.M 

EA 

M.M 

M.M 

EA 

M.M 

M.M 

EA 

M.M 

M.M 

EA 

M.M 

M.M 



440.44 


Figure 1-2. Plant Engineering Project Estimate 


UPDATING THE DATA BASES 

Updating the component data bases (files named OFDATA, HWDATA, or CEDATA) should be done by 
the user with a text editor. 

The Haworth and office component data bases contain three columns of information. The first 
column is the attribute name of the component. This attribute name must correspond exactly 
to the attribute assigned to the component entities in the ICEM Facilities part. Note that 
these attributes are assigned automatically through pattern retrieval and the GPL programs. 
The second column contains a description of the component and the third column contains the 
current price of the component. 

Office Component Data Base Format; 

Character Position 

Attribute name 
Blank 

Description of component 
Price 

Haworth Component Data Base Format: 

Character Position 

1-11 Attribute name 

12 Blank 

13-60 Description 

61 - 70 Price 

The construction cost estimate data base contains the attribute name, the current price, a 
reuse. factor, a units identifier, but no description. The reuse factor is a number from 0 
to 1 which gives the percentage of the removed component that can be reused. The units 
identifier is either a 0 for components measured in units or a 1 for components measured in 
linear feet. 


1 - 21 
22 

23 - 67 
68 - 77 


1-2 
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Example: 

Suppose there are 10 feet of new wall and 10 feet of remove wall in an ICEM Facilities 
part. If there is a 0,7 factor on move wall, the resulting report will show 3 feet new 
wall, 3 feet remove wall,. and 7 feet move wall. Note reuse factors are only written to MOVE 
attribute names. 

Construction Cost Estimate Format: 


Character Position 


1 

- 21 

Attribute name 

22 

- 30 

Blank 

31 

- 40 

Price 

41 

- 45 

Blank 

46 

- 51 

Reuse factor 

52 

- 55 

Blank 

56 

- 57 

Units identifier 

Figures 1-3, 

1-4, 

and 1-5 show examples of the 


AIK SUI^V 24X24 

AIR SUPPLY OlFFUSCRION 

67.66 

BOOT.. I23B.2 

BOOKCASE 12 X 3B 2 SHELVES 

ST. 66 

BOOK. 1238.3 

BOOKCASE 12 X SB 3 SHELVES 

76.66 

BOOK. I23S.2 

BOOKCASE 12 X 36 2 BICLVES 

63.26 

a00K.I23S.3 

BOOKCASE 12 X 36 3 SHELVES 

67.68 

CABi.BIBI 

OFFICE CABIICr-ONIVCRSM.- 18X36 

136.86 

CABl. I23S.2 

OFFICE CABINEr-2 SHELVES- 12X36 

112.86 

CAU:. IBIC.AU. 

OFFICE CABIMT- 16X36 

146.66 

C4BI.2436.au. 

OFFICE CABINET- 24X38 

I76.B6 

CAB 1 . 3636.au. 

OFFICE CABINET- 88X36 

166.66 

CASI.426B.NC 

CAOOS 4 WORK STATION - 42X86 

6666.66 

CA5>.426a.ST 

CAOOS 4 WORK STATION - 42X86 

6666.68 

CHAIM. SYMBOL 

CHAIR STD. COUNTOUR 

176.76 

CHTCKCB. BROACH. IT« 

ITM helical lead BROACH OCOSR 

6226.68 

CH6CKIR.CEAR.FEU.0M 

FEUOWS RED LINER BEAR CICCXER 

4776.66 

COMA. 3232 

OFFICE COFFEE MACHINE 

666.66 

comparator. EXCELLO. MOL 

EXCEUO COMPARATOR HDL. 14-614. 

6225.66 

COMPARATOR. ITB. TOOTH 

ITS TOOTH SPACINO COMPARATOR 

6776.66 

COMPARATOR. POT . JiL 

JiL POT MATRIX COIVARATOR 

4666.66 

C.'ItA.Btei 

CONFERENCE TMlE - UNIVERSAL-SBXSa 

166.66 

COT0.3B60 

CONFERENCE TABLE 38X86 OVERHANB TOR 

176.66 

CRTO.BIBI 

CREDENZA 12X66 

226.66 

DISK. BIB! 

DESK UNIVERSAL 86X86 

226.66 

Dt.SK.3BS5.NC 

DESK 36X55 

276.66 

0CSK.30SS.ST 

DESK 38X86 

276.68 

DLSK.3B6a.NC 

DESK 36X86 

312.66 

DfcSK.3B6a.ST 

DESK 38X66 

312.66 

desk. 4472. NC 

DESK 44X72 

377.66 

DISK. 4472. ST 

DESK 44X72 

377.66 

DRTA.4B68.NC 

DRAFTINO TABLE 46X66 

468.66 

DRTA.4B68.ST 

DRAFTING TABLE 48X86 

488.66 

DRTA.4472.NC 

DRAFTING TABLE 44X72 

666.66 

DRTA.4472.ST 

DRAFTINO table 44X72 

666.66 

FtLO.2 

2 DRAMER LEGAL FILE CABINET 16X26 

68.66 

FiLC.a 

3 DRAWER LEGAL FILE CABINET 16X26 

78.66 

FILG.4 

4 DRAWER legal FILE CA6IICT 16X28 

68.66 

FILO.S 

S DRAWER LEGAL FILE CABINET 16X26 

66.66 

FIST. 2 

2 DRAWER STD. FILE CABINET ISX26 

46.66 

FIST. 3 

3 DRAWER STD. FILE CABINET 16X26 

68.66 

FIST. 4 

4 DRAWER STD. FILE CABINET 16X26 

66.66 

FIST.S 

6 DRAWER STD. FILE CABINET 16X26 

70.66 

JUNCTION 

ELECTRICAL JUNCTION BOX 

1.26 

SPRIIBU.ER MEAD 

SPRINKLER HEAD 

•6.66 

BBITCH 

ElECTRICM. LIOHT SWITCH 

1.16 

B55.F-L.CAB.1636.ALL 

factory CABINET 16X36 

136.66 

bss.f-l.cabi.bibi 

factory CABINET UNIVERSAL 16X36 

126.66 

B55.F-L.CAB1.2I36 

factory CABINET 2IX3S 

146.66 

BSS.F-L.CABI. 2436. ALL 

FACTORY CA6I1CT 24X36 

166.66 

B65.F-L. CA81.S638.au 

FACTORY CABINET 36X36 

166.66 

BSS.F-L. CART. 2636 

FACTORY CART 26X36 

66.66 

BS5. F-L . CMAl R . SYMBOL 

FACTORY CHAIR STD.VITH CASTORS 

137.66 

BSS.F-L. COMA. 3232 

factory COFFEE NACHI1C 32X32 

866.86 

LIOHT 2X4 

REGULAR LIOHT FOR DROP IN GCILIN6 

124.26 


Figure 1-3. Office Component Data Base 
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CTS-51* 

os-» 

F0i(V>3 

F0<»V-4 

fUMV-S 

LFItV-l 

LniV-4 

lfhv s 
pr - IM 

Pf tM 

PP ?ss 


•MG 


PP 
Pf 

pr ■ 

pr 4C6 

^'4M 

pr Stt 

PP «M 

^•142 

#y*iS6 

#V-242 

^V*2S6 

py •1S42 

^•MU 

^-142 

pv-ass 

PV-442 

PV-4CS 

PV-*42 

PV-SS6 

VC-M 

tfc-m 

SFE-K 

SFE-H 

SNC-K 

SNC-M 

S^€L-SS 

»€L-m 

sten-M 

»mn-m 

m-9 

«-4 

OT>6 

TB-»I6 

rf-4IS 

TIHitG 

TWCHtll 

Tl-1 

TL-4 

TL-S 

rm-as 

mi-42 

Trc>to» 

NRCK-4M 

W-S24 

M-nt 

V8-424 
M 4M 
¥*- -M 


M X Ca COUNTEK TOP / PPOPILE ■ / LT 0M( 77.M 
PENCIL DMMER / PNOPILE • 9.n 
3'-« PEG. FLiPPCP MOP /PPOFILE G/LT OPK IS.SC 
4*-G PEG. FLIPPEP MOP /PPOFILE G/LT OPK 02.99 
S**G PEG. flipper OOOP /PROFILE 0/LT OPK 114.99 
9* *9 LPTEPPL file OIN / PROFILE 0/LT OPK 191.99 
4 '*9 LPTEPPL file RIN / PROFILE R/LT OPK 172.99 
4 '*9 LPTEPPL FILE GI N / PROFILE 9/LT OPK 299.99 
TMPIC PPICL t'XGG* PPOFILE 9 /COLOR 129.99 
FPRRIC PPNEL l‘X99* PROFILE 9 /COLOR 199.99 

rpapic PPNEL a'XRs* profile a /color isr.ig 

FMRIC PPtCL 2*xa9‘ PROFILE 9 /COLOR 192.99 
FMRIC PP»CL 99X99* PROFILE 9 /COLOR 199.99 
FPRRIC PPNEL 99X99* PROFILE 9 /COLOR 211.99 
FPORIC PPICL 9‘XC9* prof ile 9 /COLOR 199.99 
FPORIC PPNEL 9*xaa* profile 9 /COLOR 229.49 
FPRPIC PPNEL 4'XR9* PROFILE 9 /COLOR 221.99 
FPORIC PPNEL 4*X9a* PROFILE 9 /COLOR 219.99 
FPRRIC PMCL S‘X99* PROFILE • /COLOR 299.99 
FPRRIC PPNEL 9‘X99* WILE 9 /COLOR 299.99 
VIOENE PPNEL I 'X42/ PROFILE •/ LT OPK 74.99 
VIOENE PPICL t*X99/ PROFILE 9/ LT 0M( 99.99 
VIDENE PPNEL 2'X42/ profile 9/ LT OPK 99.19 
VIOENE PPICL 2'X99/ PROFILE 9/ LT OPK 97.99 
VIDENE PPNEL 99X42/ PROFILE 9/ LT OPR 97.99 
VIOENE PPNEL 99X69/ PROFILE 9/ LT OPK 119.99 
VIOENE PPICL 9*X42/ PROFILE 9/ LT OPK 194.99 
VIOENE PPNEL 9'X69/ PROFILE 9/ LT OPK 122.99 
VIDENE PPNEL 4* X42/ profile 9/ LT OPK 1I9.U 
VIOENE PPNEL 4*X96/ PROFILE 9/ LT OPK 199.99 
VIDENE PPfCL C'X42/ PROFILE 9/ LT OPK 199.49 
VIDENE PPNEL 9‘X69/ P ROFI LE 9/ LT OPK 192.99 
FULL CENTER SUPPORT/ PROFILE 9/ LT OPK 191.99 
full CTR. SUPPORT 90X99 /PROFILE 9/LT OPK 192.99 
full E»0 support 90X99/ PROFIU 9/LT OPK 129.99 
FULL END SUPPORT 99X99/ PROFILE 9/LT OPK 149.49 
1/2 CTR. SUPPORT 21X96/ PROFILE 9/LT OPK 199.96 
1/2 CTR. SUPPORT 21X99/ PROFILE 9/LT OPK 129.09 
1/2 END SUPP'LEFT 2IXa6/PR0FlLE 9/LT OPK 99.99 
1/2 ENO SUPP-LEFT 2tX99/PR0FILE 9/LT OPK 191.19 
1/2 ElO SUPP'RIGNT 2IXS6/PR0FILE 9/LT OPK 99. » 
1/2 ENO SIPP-RIOHT 2tXSS/PR0FIU 9/LT OPK 191.19 
9'>9 REGULPR SICLF / PROFIU 9 44.19 
4 '-9 REGULPR SHELF / PROFIU 9 47.99 
S‘-0 REQULMt SHELF / PROFIU 9 99.99 
FPRRIC TPCK 90PR0 S'-C X 19 / COLOR 40.49 
FP8R1C TPCK aOPRO 4*-9 X 19 / COLOR 99.29 
FPRRIC TPCK 9OPR0 9'-9 X IS / COLOR 01.20 
UNDER COUNTER TPCK 90PR0/9'<« X II 02.29 
9*-9 TP9K LISNT 61.99 
4'-9 TPSK LIRNT 94.19 
9*>9 TPSK LIGHT 99.49 
ROUND TPaU as DIP./ PROFIU 9 /LT OPK 121.99 
ROUND TPaU 42 DIP./ PROFIU 9 /LT OPK 199.99 
TYPING TPRU W/CPSTORS IGXaO/LT OPK/R 179.29 
09 DEO. CORNER WORK SURFPCE W/KET LT OPK 177.19 
9SX24 WORK SURFPCE/PROFIU 9/LT OPK 96.99 
96X99 WORK SURFPCE/ PROFIU 9/ LT OPR 99.99 
49X24 WORK SURFPCE/ PROFIU 9/ LT OPK 97.99 
49X99 WORK SURFPCE/ PROFIU 9/ LT OPK 199.29 
69X24 WORK SURFPCE/ PROFIU 9/ LT OPK 111.99 
90X99 WORK SURFPCE/ PROFIU 0/ LT OPK 129.99 


Figure I-A, Haworth Component Data Base 


REMOVE PIR SUPPLT 

2S.99 


9 

t&M PIR SUPPLT 

75.99 


9 

RtA'E PIR SUPPLT 

45.99 

1.9 

9 

RKNOVE MNJ. 

2.59 


1 

NEW WCJ. 

45.99 


1 

NOVt WPLL 

25.00 

9.7 

1 

RENOVE SWITCH 

29.99 


9 

NEW SWITCH 

65.99 


9 

HaVL SWITCH 

90.99 

1.9 

9 

NEHOVE OUTUr 

20.99 


9 

NEW OUTLET 

55.09 


9 

HOVE outlet 

99.90 

1.9 

9 

REHOVT DOOR 

29.99 


9 

NEW DOOR 

299.99 


9 

HOVE DOOR 

69.09 

1.9 

9 

REMOVE LIGHT 

20.89 


9 

icw light 

55.98 


9 

HOVE LIGHT 

99.88 

1.9 

9 


Figure 1-5. Construction Estimate Component Data Base 


1-4 
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FACILITIES GPARTS FILE 


J 



There is a permanent file named FACGPRT which is supplied with ICEM Facilities. This file 
contains example layouts, tablet overlay drawings, as well as pattern diagrams and 
descriptions. These files may be accessed using the RESTORE tablet picks on tablet overlay 
LAYl. 

Figures J-1 through J-5 are illustrations of the patterns and example layouts contained on 
this file. Tablet overlay drawing illustrations are shown in appendix C of this manual. 
These illustrations and parts are provided in ICEM Facilities as examples of how the ICEM 
Facilities package can be used or modified. 



Figure J-1. WING 



Figure J-2. 3D-WING 
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Figure J-3 is an illustration of Control Data Corporation World Headquarters seventh floor, 
part name TOWER. 



Figure J-3. CDC World Headquarters, Seventh Floor 


J-2 
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The level conventions for this part are as follows: 

LEVEL CONVENTIONS FOR PART TOWER 


Level Number 


Description 


0 

1 

2 

3 

4 

5 
9 

34 

35 
100 
101 

103 

104 

105 


1 -manent Structure Shell and Core 

Demountable wall 

Small Text 

Large Text 

Light Layout 

Air Duct Layout 

Staircase 

Fire Routes 

Space Allocation Scales 
Scales 

Proposed New Walls 
Proposed New Name Numbers 
KEY for new Construction 
New Construction Symbols 
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Figure J-4 is an illustration of Control Data Corporation Energy Technology Center. 




CONTROL DATA CORPORATION 
ENERGY TECHNOLOGY CENTER 
ST. PAUL, MINN. 



niiiinniniMiiiiiiMinniMiiiiiiiHini 

iHillinnilltllllMlllluillliHlllillHINI 

ilHiiiimiKiiniDiiiiiinihiiiMiniiiii 

iiiiiiiiiiiiiiiiiiiMiiiiiniiiiiiiiiiMiiii 

iMiiniiiiiiiiiiiHiiniiniiniMiiiinfiMi 


iinHuHninitOTHiiiiHKiiHiiHtili iHiiiiifii 
IMir iNMHMIIIIIIini|l|ll|||,| iMIllljlillllllHn 


iiHnitiriittiiiiiliiiiiiMiii 
llllHKIiHIIHtlli IHliillflli 



I I , I I ; • 

il|l i i i | i Tjii 


Figure J-4, ETC Demo 
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PATTERN 

NAME:PF566 
LEVEL: 107 

PEN:1 

ATTRIB:PF-566 
ORIGIN: LOWER 
LEFT 

PATTERN 

NAME:PF466 
LEVEL: 107 

PEN:1 

ATTRIB:PF-466 

ORIGIN:LOWER 

LEFT 

PATTERN 

NAME:PF466 
LEVEL: 107 

PEN:1 

ATTRIB:PF-466 

ORIGIN:LOWER 

LEFT 

PATTERN 

NAME:PF3066 
LEVEL: 107 

PEN:1 

ATTRIB:PF-M66 

ORIGIN:LOWER 

LEFT 

PATTERN 

NAME :PF 268 
LEVEL: 107 

PEN:1 

ATTRIB:PF-26e 

ORIGIN:LOWER 

LEFT 






PATTERN 

NAME:PF280 
LEVEL: 107 

PEN:1 

ATTRIB:PF-280 

ORIGIN:LOWER 

LEFT 


PATTERN 

NAME:PF580 
LEVEL: 107 

PEN:1 

ATTRIB:PF-580 
ORIGIN: LOWER 
LEFT 

PATTERN 

NAME:PF480 
LEVEL: 107 

PEN:1 

ATTRIB:PF-480 

ORIGIN:LOWER 

LEFT 

PATTERN 

NAME:PF380 
LEVEL: 107 

PEN:1 

ATTRIB:PF-380 

ORIGIN:LOWER 

LEFT 

PATTERN 

NAME:PF3080 
LEVEL: 107 

PEN:1 

ATTRIB:PF-3080 
ORIGIN: LOWER 
LEFT 










COMMON ICEM OESIGN/DRAFTING RESERVED FILE NAMES 


K 


ICEM Facilities makes use of the following ICEM Design/Drafting files on a regular basis: 


File Name 

I/W/Out 

Section 

Use 

GPARTS 

I 

6.1.2 

Retrieve part from global file. 

GPARTS 

0 

6.1.1 

Save part on global file. 

GPLLIB 

I 

5.13.3 

GPL compliled program library. 

IT 

0 

Intro 

Input trace. 

LIST 

0 

5.6.5 

Attributes of entities. 

MSTRING 

I 

7 

Tablet menu string, user generated. 

MSDIR 

I/O 

7 

MSTRING file directory for system use only. 

PATTERN 

I 

6.2.2 

Create pattern. 

PATTERN 

0 

6.2.3 

Retrieve pattern. 

TAPE3 

I/O 

Intro 

Data base. 

TAPE9 

0 

7.2 

Plot file. 

TFILE 

I/O 

7.13 

Tablet pages. 


You can cause ICEM Design/Drafting to generate other files not generally used with ICEM 
Facilities as listed in appendix C of the ICEM Design/Drafting Data Management manual. 
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PROCEDURES TO EXECUTE ICEM FACILITIES 


L 


This appendix reflects the execute procedure file as supplied with ICEM Facilities. It will 
not reflect changes implemented by your support programmer. 

1 . Log into a graphics terminal under a user name with ICEM Facilities either installed or 
with access provided. 

2. Execute the command BEGIN ,, ICEMF AC . 


[NOTES 


This procedure was written assuming that 
ICEM Design/Drafting Version 1.60 is stored 
as a direct access file named ICEMDDN on 
user name APPLLIB. If these assumptions are 
incorrect, you must change lines 10 through 
12 of procedure ICEMFAC in file ICEMFAC to 
specify the file and user name in use. This 
procedure also assumes direct access file 
named GOLIB is stored on APPLLIB. 


3. Answer the prompt 

FILE NAME FOR DRAWING FILE? 

If the procedure file aborts, the file does not exist. You must define the file with the 
command DEFINE, filenam, where filenam is the name you assign to your file. Your file name 
may already exist. If it does exist the NOS operating system will respond with the 
appropriate message. Your file name must start with an alpha character (A to Z) and be a 
maximum of seven characters in length. 

Once you have defined the file name, you must return the file using the command 
RETURN,! ilenam. When an empty file name has been defined, execute the command 
BEGIN, , ICEMFAC. 

4. Answer the prompts: 

a. BAUD by indicating the baud rate which you are communicating, i.e., your terminal 
setting. 

b. TERMINAL CONFIGURATION. Specify your terminal type and tablet option. You must 
have a tablet attached to your terminal to run ICEM Facilities. 

c. ENTER PART NAME. Respond by entering a part file name you choose to use if you have 
just created an empty file described in step three. If the file partname is known, 
enter it. The LIST command will list the part names currently on file. 
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d. SHEET NUMBER. If a sheet number does not already exist, choose a number. Usually 
the number 1 will do. 

e. ICEM Facilities may respond NEW PART ASSUMED. If it is a new part the following 
prompts will appear: 

UNITS OF MEASURE 

and 

DRAFTING STANDARD. 

To answer the prompts, an M followed by a carriage return will display the prompts 
menu options. If you chose a part name which already exists, this step will be 
bypassed. 

5. a. When the main menu appears, attach the FACl tablet page by entering the ICEM 
Design/Drafting command menu string: 

F. 1.16.1 

The following prompt will display: 

ENTER 7 CHAR NAME 
Type in FACl. 

b. Enter the following ICEM Design/Drafting command menu string to attach the LAYl 
tablet page. 


F. 1.16. 2 


The following prompt will display: 

ENTER 7 CHAR NAME 
Type in LAYl. 

c. You will be returned to the main menu. Now place the physical overlays located in 
appendix C, named FACl and LAYl, on the middle and lower thirds of the tablet. 

6. You are now ready to start using ICEM Facilities. If you are starting a new layout, 
begin by picking the INITIALIZE square on the FACl tablet. This tablet pick should not 
be used when work is resumed on a previously Initialized and saved layout. 

7. To manually change a tablet, repeat step 5b of this appendix. Using the desired page 
name, place a new overlay on. the lower third of the tablet. 

8. To use the overlays MGRl and MGR2, and the corresponding page names MGRl and MGR2, 
repeat step 5 using MGRl for FACl and MGR2 for LAYl. 


L-2 
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HVAC 


M 


The heating, ventilating and air-conditioning (HVAC) overlays have two major components. 
Refer to figure M-1. The components are: 

• A set of GPL programs to- do single and double line drawings for round HVAC duct, 

• A tablet overlay to facilitate the use of the GPL programs. 

The tablet overlay graphics reside on an ICEM DDN drawing. The tablet programs reside on a 
tablet TFILE and on a tablet MSTRING file. The GPL programs are divided into single line 
drawing routines and double line drawing routines. 

The single line drawing routines allow a user to create a single-line drawing of an HVAC 
layout using Reference Point, HVAC modals, and HVAC operation tablet picks on the HVACl 
overlay. Single line drawings are drawings of the centerlines of the HVAC ducts. 

The double line drawing routines allow a user to draw double line drawings using any of the 
tablet picks on the HVAC2 overlay. These are plan views of the HVAC duct layout showing the 
duct outlines. The majority of the double line drawing routines are routines to draw 
fittings. These routines all require centerlines (for example, the single-line drawing) for 
fitting placement. They were written to allow easy fitting placement on a single-line 
drawing produced by the HVAC module single-line drawing routines, but the fitting 
centerlines need not be created in this way. 

The design of an HVAC system begins with an analysis of the building in question using the 
location of the building, the construction material, the number of windows, and other 
factors. Based on these variables, the cubic feet per minute (CFM) of air flow for each, 
room is calculated. Then the engineer makes a sketch of the desired duct layout. The 
sketch is given to a drafter and a scale drawing of the layout is made. From this drawing 
the duct lengths of each segment are measured by hand and transcribed onto the drawing. The 
ducts are also numbered. The duct numbers, length, and connectivity are then used as input 
to a design program which sizes the duct and calls out the fittings. 

The use of the HVACl and HVAC2 overlays begins after the analysis has been done on the 
building and the CFMs for each room are known. At this point, the engineer makes a sketch 
of the desired duct layout on a floor plan of the area previously drawn using ICEM DDN. The 
sketch may be made using the single-line portion of the HVAC program. 

The single-line portion of the HVAC program is used to draw and number the HVAC trunk and 
runout segments, the VAV boxes and the diffusers. As the trunk and runout segments are 
being drawn, they are automatically numbered and the length of each segment is captured. At 
any point in this process, a trunk schedule or runout may be generated showing the trunk or 
runout number, length, and previous segment number. The single line modules eliminate the 
need to measure the duct segments on the drawing manually to determine their lengths. The 
information from the trunk and runout schedules may be used to create the input file for the 
duct sizing program. 

Single-line routines generate trunk numbers and runout numbers automatically based on the 
trunk numbering parameters. The current trunk number and the trunk increment number are 
used to generate trunk numbers. Each time a trunk segment is drawn, the current trunk 
number is incremented by the trunk increment number. When runouts are drawn, the runout 
number is calculated from the trunk number of the upstream trunk. The first runout number 
for any trunk is one plua the trunk number of that trunk. The second runout number is two 
plus the trunk number of that trunk. 
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If changes are required for the single-line drawing, a GPL program assists in replacing a 
trunk segment. 

Once the single-line drawing has been finalized and all the fitting types are known, the 
fittings may be drawn at all of the appropriate locations. Then they may be connected using 
the duct routine. This produces the final double line drawing. 


USING OPERATION COMPLETE (]) AND OPERATION REJECT([) 

The convention followed in the HVAC fitting GPL programs is that . operation reject ([) 
returns you to the previous prompt and operation complete (]) causes you to exit from that 
program. An operation reject ([) to the first prompt in any fitting program causes you to 
exit from that program. The only consistent exception to this is when entering numerical 
parameters. In this case, an operation complete. (]) accepts the parameter values currently 
being displayed. An operation reject ([) still returns you to the previous prompt or causes 
you to exit from that program. Any other exception to this convention is noted below. 


GROUP STATUS OF FITTINGS 

All of the fittings drawn by the HVAC fitting programs are drawn as groups. They can be 
deleted using the Delete Last Entity square on the main ICEM DDN tablet overlay. The Delete 
Last Entity operation can be used even during the GPL fitting program execution with the 
following restrictions: 

1. It can not be used during a numerical parameter prompt. 

2. It must be used before answering the fitting location prompt(s). This is because 
when the fitting location has been determined, a point is drawn at the location and 
that point becomes the last entity. 

The Delete Last Entity operation can also be used after exiting the fitting program using 
operation reject ([). When the Delete Last Entity operation is used, the system displays 
the message: 

DELETE ENTITIES IN GROUP? 

Answer Yes (Y) to this prompt in order to delete the fitting or duct section just created. 

Remember that the Delete Last Entity operation only deletes one entity or group. It can not 
be used to successively delete entitles preceding the last entity created. 


HVAC TABLET OVERLAYS 

There are two tablet overlays supplied with HVAC. HVACl, the upper overlay, deals mainly 
with single-line functions and general ICEM DDN operations. HVAC2, the lower overlay, is 
used to begin the HVAC- fitting routines. The overlays are designed to be used in conjuction 
with one another and are supplied on a single page. 


HVACl UPPER OVERLAY 

The following. sections describe the tablet squares of the upper overlay, HVACl. 
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Figure M-1. HVAC Tablet Overlays 
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REFERENCE POINT DEFINITION 


Reference points are used in the single-line routines, and in the fitting routines (the 
double-line routines). They are used to add trunk segments, to add runout segments, to draw 
centerlines to diffusers, and to define the fitting locations for many fittings. 

There are eleven reference ,-wl.nt modes. The Reference Point Mode menu is displayed: 

— REFERENCE POINT MODE 

1. SCREEN POS 

2 . KEY- IN 

3. LINE END 

4. POINT 

5. DELTA FROM LINE END 

6. DELTA FROM POINT 

7. TO A LINE 

8. DELTA 

9 . ANGLE/DISTANCE 

10. DELTA S.P. 

11. LINE INTERSECTION 

12. IDENTIFY CURRENT REF. POINT 

They are programmed on the HVACl tablet overlay on the left side. 


REFERENCE POINT 

SCREEN 

POS 

SCREEN 

POS 

KEY-IN 

DELTA 

UNE END 

DELTA FROM 
LINE END 

POINT 

DELTA FROM 
POINT 

ANGLE/ 

DISTANCE 

TO A 

LINE 

UNE 

INTERSECTION 

IDENTIFY 

CURRBIT 

REF. P<?INT--, 


Trunk segments, runout segments and centerlines to diffusers are drawn from point to point 
in a way similar to the ICEM DDN string operation. That is, the endpoint of one trunk 
segment becomes the beginning of the next trunk segment. The modes used most often for this 
type of operation are SCREEN POS and ANGLE /DISTANCE. 
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Many fitting programs use a reference point to determine fitting location. A different set 
of reference point modes (POINT, LINE END, and LINE INTERSECTION) are used most often for 
this type of operation. 

For every fitting that uses this method of placement, the part of the fitting located at the 
reference point is described in the documentation on that fitting. 

Three reference point modes are maintained by the system: 

• Beginning reference point mode 

• Next reference point mode 

• Fitting reference point mode 

The beginning reference point mode is the mode used for positioning the beginning of the 
first trunk segment on the drawing. The next refere.nce point mode is the reference point 
mode by which trunk segments, runout segments and diffuser duct segments are drawn. The 
fitting reference point mode is the reference point mode used in positioning fittings. They 
are retained separately because they differ in some respects. 

A reference point mode is defined at its first use. VHien a reference point mode is first 
used, the reference point mode menu is displayed. Select the desired reference point method 
from this menu. Once you select a reference point mode, it remains in effect until it is 
changed. For example, when a fitting is being drawn that uses a reference point for the 
fitting location, the prompts for the reference point based on the reference point mode 
currently in effect are displayed. 

To change the reference point mode, enter operation reject ([) when the reference point 
prompt is displayed. The reference point mode menu is displayed so you can make another 
selection on the menu. The selection you make is retained by the system for future use. 

After the reference point is defined, the system draws a point at that location. The point 
displayed is visual feedback which indicates that the location has been registered. This 
point is not permanently retained on the drawing. 

Reference point modes that require values to be keyed in allow feet and inches input. The 
convention for feet and Inches input within HVAC differs slightly from the ICEM DDN 
convention. The convention for feet and Inches input within HVAC is 

X'Y N/D 

where 

X is the number of feet, 

Y is the number of inches, N is the numerator of the fraction, and D is the denominator. 

No inch sign (") is needed, but there must be a space between the fractional part and the 
rest of the entry. Also, there must be no space between the feet value and the inch value. 
Variations include X'Y if there is no fractional part, X' if there is no inch value and Y if 
there is no feet value. The Y may be greater than 12. A negative number is entered by 
preceding the expression with a minus (-) sign. However, formulas or calculations can not 
be entered. 
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Below is a brief description of each reference point mode. 

1 . SCREEN POSITION 

Screen position mode is used to establish the reference point by screen position. 
This is used if exact coordinates are not necessary or if the grid is activated. 

The screen position you select becomes the current reference point. The prompt for 
screen position mode is displayed: 

*** SCREEN POSITION *** 

ENTER POSITION 

2. KEY-IN 

Key-in mode allows you to enter the exact coordinates of the reference point. The 
system prompts first for the X coordinate and then for the Y coordinate of the 
desired location. The X and Y values are entered using feet and inches notation. 
The prompts for key-in mode are displayed: 

*** KEY-IN *** 

X VALUE 

Y VALUE 

3. LINE END 

Line end mode allows you to define a reference point at a line end. First, you 
indicate the line and then the line end. This menu selection only works for the 
ICEM DDN line entity type (not arcs, circles, and so forth). The prompts for line 
end mode are displayed: 

*** LINE END *** 

INDICATE LINE 
INDICATE END 

4. POINT 

Point mode is used to define an existing point as the reference point. The system 
prompts you to select the desired point. The prompts for point mode are displayed: 

*** POINT *** 

INDICATE POINT 
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5. DELTA FROM LINE END 

Delta from line end mode Is used to define a reference point at a distance from the 
end of a line. You are prompted as in line end mode to indicate which line and at 
which end of the line to work. You are then prompted to enter the delta values. 

The system prompts first for the delta X value and then for the delta Y value. The 
delta values are the distances in the X and Y directions fi the line end 
selected. The delta values are entered using feet and Inches notation. The 
prompts for delta from line end mode are displayed: 

*** DELTA FROM LINE END *** 

INDICATE LINE 

INDICATE END 

*** DELTA *** 

DX 

DY 

6. DELTA FROM POINT 

Using delta from point mode you may define a reference point at a distance from an 
existing point. You are prompted as in point mode to select a point. Then you are 
prompted to enter delta values. The delta values are the distance in the X and Y 
directions from the initial point. The delta values are entered using feet and 
inches notation. The prompts for delta from point mode are displayed: 

*** DELTA FROM PONT *** 

INDICATE POINT 

*** DELTA *** 

DX 

DY 

7. TO A LINE 

To a line mode defines a reference point at the intersection of an imaginary line 
drawn at an angle you specify from the current reference point to the line you 
select. You are prompted to enter the angle at which to proceed from the current 
reference point to that line and then to select the desired line. The two lines 
must intersect. The prompts for to a line mode are displayed: 

*** TO A LINE . *** 

ENTER ANGLE 
ANGLE = 0.0000 

INDICATE LINE 
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Using delta reference point mode allows you to define a reference point at an X and 

Y offset from the current reference point. The delta values are entered using feet 
and inches notation. The prompts for delta mode are displayed: 

*** DELTA ■ '' 

DX 

DY 

9. ANGLE/DISTANCE 

Angle/distance mode allows you to define a reference point at the distance 
specified from the current reference point in the direction of the angle entered. 
You are prompted for the angle and the distance. The angle is measured from the 
positive X-axis in a counterclockwise direction. The distance may be entered using 
feet and Inches notation. The prompts for angle/distance mode are displayed: 

*** ANGLE/DISTANCE *** 

ENTER ANGLE 
ANGLE » 0.0000 

ENTER DISTANCE 

10. DELTAS.?. 

Delta from screen position mode allows you to define a reference point at an X and 

Y distance from the screen position selected. This mode allows you to define 
reference points at an offset from a grid point. After the screen position prompt, 
you are prompted for the X and then the Y displacement. The delta values are 
entered using feet and inches notation. The prompts for delta from screen position 
mode are displayed: 

*** DELTA FROM SCREEN POSITION *** 

ENTER POSITION 

*** DELTA *** 

DX 

DY 

11. LINE INTERSECTION 

Line intersection mode allows you to define a reference point at the intersection 
of two lines. This mode is useful in the placement of some fittings which must be 
placed next to another fitting (for example, a reducer). The intersecting lines 
are the duct centerline and the end line of the preceding fitting. You are 
prompted to select the two intersecting lines. The lines can be selected in any 
order. The prompts for the line intersection mode are displayed: 

*** LINE INTERSECTION *** 

INDICATE FIRST LINE 

INDICATE SECOND LINE 
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IDENTIFY CURRENT REF. POINT 


This Is not a means of defining a reference point, but a way of displaying the 
current reference point maintained by the system. When this menu selection is 
made, a point is drawn at the current reference point and a circle is drawn around 
the point. The point and circle are then deleted and are not retained on the 
drawing. 


ATTRIBUTE MANAGEMENT 


TRUNK 

SCHEDULE 

REPOTT 


MENU 

VAVBOk 

E a 

WRITE 

SCHEDULE 

ATTRIBUTES 

REPORT 


ON FILE 

RUNOUf' 
SCHEDULE 
RPPORT 

< < 

bz 



In the lower left area of the HVACl overlay are five separate squares dealing with attribute 
management. Three of them deal with attribute schedule reports and the other two are 
concerned with the attribute management menu. The Trunk Attribute Report, VAV Box Attribute 
Report, and Runout Attribute Report are discussed in the section on single-line routines. 

The Attribute Management Menu and Write Attributes On File squares are not currently used in 
HVAC. 


DUCT SIZES 


6 

8 

10 

12 

14 

16 

18 

20 

22 

24 

26 

28 

30 

32 

34 

36 


In the lower middle left portion of the HVACl tablet overlay some numbers are programmed 
onto the tablet overlay. 

These numbers can be used for duct sizes. The only limitation is that one tablet pick gives 
an entire number, not just one or two digits. 
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DELETE OPERATIONS 


DELETE MENU 

SELECT 

CHAIN 

LEVEL 

ALL POINTS 

REGION IN 

REGION OUT 


In the lower middle portion of the HVACl tablet overlay are a number of programmed delete 
operations . 

The delete operations are single select, delete chain, delete level range, delete all 
points, delete region-in, and delete region-out. 


GENERAL ICEM DDN OPERATIONS 


GRO 

PARAMS 

GRO 

DISPLAY 

ENTITY 

MANP- 

ULATION 

TRANS- 

UTE 

DATA\ 

ONE 

/ERIFY 

TWO 

POINT 

POINT 

CURVE 

INTER. 

COLOR 

BY 

LEVEL 

COLOR 

BY 

PEN NO. 

UNE 

POINT 

CURVE 

END 


Prom 

XJP 

1 OFF 

UNE 

parlel 

LINE 
JON 2 
CURVES 


MODALS AND FONTS 
MENU 




SOLD 

DASHED 




LJ 

rcOT 

IVEI 



HH 


1 FONT 1 





PHANTOM 

C-LNE 


1 

r 

ONEENO 


TRtM^ 

EXTEND 

BOUNO 
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SCREEN 

TWO ENOS 
BOUNO 

MDOl£ 

SCREEN 


TWO ENDS 

AT INTER- 
SECTION 

BOUND 

MIDDLE 
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In the middle right portion of the HVACl tablet overlay are some programmed general ICEM DDN 
operations. They are described here from lef t-to-right and top-to-bottom. 

The GRID PARAMS square allows you to define a grid size. The GRID DISPLAY square turns the 
grid display on or off. 
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The ENTITY MANIPULATION square calls up the Entity Manipulation menu for your selection. 

The TRANSLATE square calls up the translate operation in the Entity Manipulation menu. 

In the second row of squares , DATA VERIFY with ONE or TWO entities is programmed below the 
Grid squares. 

POINT calls up the Point menu. 

POINT CURVE INTER, allows you to define points at curve intersections. 

In the third row of squares you can set the color display mode to COLOR BY LEVEL or COLOR BY 
PEN NO. 

LINE calls up the Line menu. 

POINT CURVE END allows you to define points as curve ends. 

In the fourth row of squares you can turn single select group on or off. This -is useful 
with entities defined by HVAC. Fitting programs leave single select from group on. If you 
want to select the entire group, you must turn single select from group off. 

LINE PARLEL allows you to draw lines parallel to a line at a distance. 

LINE JOIN 2 CURVES allows you to join curve ends. 

The next row, MODALS AND FONTS MENU, calls up this menu. 

The next two rows form two groups of squares to set or modify the curve font. The modify 
font group resets the curve font so new entitles are drawn in that curve font. 

The bottom three rows of squares are programmed for the TRIM/EXTEND operations. Every 
trlm/extend mode is available in this section. 
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BLANK/ UNBLANK OPERATIONS 


BLANK MENU 

BLANK 

SELECT 

UNBLANK 

SELECT 

BLANK 

LEVEL 

UNBLANK 

LEVEL 

BLANK 

Aa 

UNBLANK 

ALL 

BLANK ALL - 
OFATYPE 

UNBLANK ALL 
OFATYPE 

BDWK 

DOUBLE 

LINE 

rJ 


UNBUNK 

DOUBLE 

LINE 

boInr 

SINGLE 

LINE 

HVAC 

z 

cc 

UNBLANK 

SINGLE 

LINE 

BLANK. 

NOTES 

u 


UNBLANK 

NOTES 


Some blank/unblank operations are programmed in the upper right section of the HVACl overlay. 

You may blank or unblank by screen selection or by level. You. may blank or unblank all and 
blank or unblank all of an entity type. 

Since the HVAC program defines entitles on predetermined levels, it is possible to 
selectively blank and unblank these levels. The middle right section of the HVACl overlay 
is programmed to do HVAC specific blanking and unblanklng. You may selectively blank or 
unblank the double line level, the single line level or the note level. 


HVAC LEVEL SETTING 


SET LEVEL 

TO DOUBLE 
LINE 

SET LEVEL 

TO DUCT 

NPTK 

SETTEVEC 

TO SINGLE 



GI^EraL 
TABLET 
ftVPRI AYS 


In the lower right area of the HVACl overlay, set level operations are programmed. Another 
square is programmed to activate the BFU and BFL tablet overlays. 

SET LEVEL TO DOUBLE LINE sets the ICEM DDN level to the double line level. SET LEVEL TO 
SINGLE LINE sets the level to the single line level. SET LEVEL TO DUCT NOTES sets the level 
to the note level. After the level has been set, all entities created subsequently outside 
of the HVAC programs are created on the level specified. Some HVAC programs may modify the 
current level definitions, so you must set levels after you use an HVAC program to ensure 
that the correct level is in use. 

The GENERAL TABLET OVERLAYS square activates the General Facilities tablet overlays. 
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HVAC Routine initialization Module 


The first time one of the HVAC single line routines is Invoked, the HVAC Initialization 
routine is automatically executed* This routine initializes the HVAC modals, variables in 
the run-time library which are used by the single and double line routines. When the 
initialization module is run, the system displays: 


ENTER SIX CHARACTER NAME 

HTRUNK 

GPL 

*** RUNNING INITIALIZATION ROUTINE *** 
*** DRAFTING SCALE SET TO .0104 
BEGINNING TRUNK NUMBER 
= 100.0000 

TRUNK NUMBER INCREMENT 
= 3.0000 
NOTE LEVEL 
= 861.0000 
SINGLE LINE LEVEL 
= 862.0000 
DOUBLE LINE LEVEL 
= 863.0000 
LEFT LEVEL 
= 0.0000 

INITIAL TRUNK NUMBER 

* 0.0000 

*** ROUNDED TO NEAREST FOOT *** 

*** CONSTRAINED LINES *** 

*** ADD NOTES TO DRAWING *** 

*** NUMBER RUNOUTS *** 

*** FLEXIBLE DUCT TO DIFFUSERS *** 

icieii ifk* Ititit 

*** PLEASE REENTER HVAC OPERATION 
*** *** *** 

-FINI- 


This is a display of the HVAC modal status. The modals displayed here are discussed in more 
detail in the section on the HVAC modals. 

Note that if a program such as NEW DRAWING is not run beforehand, the HVAC initialization 
module sets the drafting scale factor to 1/8 inch equals one foot. 

Also notice that the operation you selected will have to be reinitiated after the 
initialization module is done. 
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HVAC MODALS 


HVAC MODALS 

DISPLAY 

MODAL 

STATUS 

TRUNK 

NUMBERING 

PARAMS. 

HVAC 

LEVEL 

MANAGEM^ENT 

INITIAL 

SEGMENT 

NUMBER 

TO NEAREST 
FOOT 

DRAW 

CONSTRAINED 

LINES 

ADD 

NOTES TO 
DRAWING 

NUMBER 

RUNOUTS 

FLEXIBLE 

CONNECTIONS 

YES NO 


There are eight HVAC modals. The HVAC models are managed by the HVAC modal routine. The 
HVAC modal routine may be accessed using the middle left portion of the HVACl overlay. 


DISPLAY MODAL STATUS 


The first option in the HVAC modal section is to display the HVAC status. The display is 
similar to the following current modal status display: 

*** DISPLAY MODAL STATUS *** 

*** *** -k** 

BEGINNING TRUNK NUMBER 

=• 100.0000 

TRUNK NUMBER INCREMENT 
= 3.0000 
NOTE LEVEL 
= 861.0000 
SINGLE LINE LEVEL 
= 862.0000 
DOUBLE LINE LEVEL 
= 863.0000 
LEFT LEVEL 
= 0.0000 

INITIAL TRUNK NUMBER 

= 0.0000 

*** ROUNDED TO NEAREST FOOT *** 

*** CONSTRAINED LINES *** 

*** ADD NOTES TO DRAWING *** 

*** NUMBER RUNOUTS *** 

*** FLEXIBLE DUCT TO DIFFUSERS *** 

*** *** *** 

*** HVAC MODALS *** 
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TRUNK NUMBERING PARAMETERS 


The trunk numbering parameters are the beginning trunk numbers and the trunk number 
Increment. The beginning trunk number Is the number the next trunk segment dravm will 
receive. The trunk number increment is the amount that will be added to the beginning trunk 
number after the next trunk segment is drawn. 

The prompt for modifying the . trunk numbering parameters displays : 

*** TRUNK NUMBERING PARAMETERS *** 

ENTER 

1. BEG. NUMBER - 100.0000 

2. INC. NUMBER » 3.0000 

The above numbers are the numbers set by the HVAC initialization module. To change them 
enter one or both. Enter operation complete (]) twice. 


HVAC LEVEL MANAGEMENT 

The HVAC programs use predefined levels for the various HVAC components. The HVAC level 
management modal allows you to modify the level assignments. Single line drawing 
components, trunk segments, runout segments, VAV boxes, and diffusers (single line> are 
placed on one level. Notes on the single line drawing are on another level. The double 
line drawing is created on a third level. The prompt for altering the HVAC level 
assignments is displayed: 

*** HVAC LEVEL MANAGEMENT *** 

ENTER 

1. DUCT LEVEL - 863.0000 

2. SINGLE LINE - 862.0000 

3. NOTE LEVEL - 861.0000 

4. LEFT LEVEL » 0.0000 

These are the level numbers assigned by the HVAC initialization module. Duct level is the 
double line drawing level. Single line is the single line drawing level. Note level is the 
note level. Left level is the level at which ICEM DDN exits from any single line routines. 

Enter any changes and enter operation complete (]) twice to exit from the HVAC modal module. 


INITIAL SEGMENT NUMBER 

The initial segment number is stored as the upstream trunk number of any initial trunk 
segment. An upstream trunk is not connected to another trunk, it only appears in the trunk 
schedule report. The prompt to alter the Initial trunk segment is displayed: 

*** INITIAL TRUNK NUMBER *** 

ENTER 

TRUNK » 0.0000 

This is the initial trunk segment number defined by the HVAC Initialization module. 
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ROUND TO NEAREST FOOT 


The round to nearest foot modal allows you to specify that all reference points defined by 
the system be rounded to the nearest foot in both the X and Y directions. The prompt for 
this modal is displayed: 

ROUND TO NEAREST FOOT? 

Respond with yes or no. If you enter yes or y, the system displays: 

*** ROUNDED TO NEAREST FOOT *** 

If you enter no or n, the system displays: 

*** NOT ROUNDED TO NEAREST FOOT *** 


DRAW CONSTRAINED LINES 

The constrained line modal allows you to specify that all drawn lines be constrained so that 
only horizontal or vertical lines appear. If the difference between two reference points is 
greater than the Y difference a horizontal line is drawn. Otherwise, a vertical line is 
drawn. The prompt for the constrained lines modal displays: 

CONSTRAINED LINES? 

Enter yes or no. If you enter yes or y, the system displays: 

*** CONSTRAINED LINES *** 

If you enter no or n, the system displays: 

*** NOT CONSTRAINED LINES *** . 


ADD NOTES TO DRAWING 

The add notes to drawing modal allows you to suppress the automatic writing of notes on a 
single line drawing. The prompt for this modal displays: 

ADD NOTES TO DRAWING? 

Answer yes or no in response. If you enter yes or y, the system displays: 

*** ADD NOTES TO DRAWING *** 

If you enter no or n, the system displays: 

*** DO NOT ADD NOTES TO DRAWING *** 


60461690 04 


M-17 • 



NUMBER RUNOUTS 


The number runout modal allows you to specify or suppress the runout number and length notes 
on the runout segments. The prompt for this modal displays: 

NUMBER RUNOUTS? 

Enter yes or no In response to this prompt. If you enter yes or y, the system displays: 

*** NUMBER RUNOUTS *** 

If you enter no or n, the system displays: 

*** NOT NUMBER RUNOUTS *** 


FLEXIBLE CONNECTIONS 

The flexible connections to diffusers modal allows you to specify that the last duct segment 
to the diffusers Is drawn as a flexible duct representation. The prompt for this modal 
displays : 

FLEXIBLE CONNECTIONS TO DIFFUSERS? 

Answer yes or no In response to this prompt. If you enter yes or y, the system displays: 

*** FLEXIBLE CONNECTIONS TO DIFFUSER *** 

If you enter no or n, the system displays: 

*** NOT FLEXIBLE CONNECTIONS TO DIFFUSERS *** 


HVAC OPERATION 


HVAC OPERATION 

ADD 

TRUNK 

SEGMENTS 

ADD 

RUNOUT 

SEGMENTS 

ADO 

VAV 

MXES 

ADD 

DIFFUSERS 

reKaSe 

TRUNK 

SEGMENT 

“TSKREBIEnT” 

TRUNK 

COUNTER 

CHANGE TO 
FLEXIBLE 
DUCT 



The single line drawing routines are used to make single line drawings of rr HVAC. In 
addition to adding lines to a drawing, they also capture Information and put It, as well as 
attributes, on the drawing. 

The first Items to be added to a single line drawing are the trunk segments, then runout 
segments may be added. After segments, VAV boxes may be added followed by diffusers. The 
HVAC modals govern the way these operations are carried out. 
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The single line routines are invoked using Reference Point, HVAC Modals, and HVAC Operation 
tablet picks on the upper middle part of the HVACl overlay. 


ADD TRUNK SEGMENTS 

The trunk segment module allows you to add trunk segments to your drawing. When you select 
the trunk segment module, the system displays: 

ENTER SIX CHARACTER NAME 

HTRUNK 

GPL 

*** ADD TRUNK SEGMENTS *** 

If the trunk numbering parameters (see HVAC Modals section) are acceptable, the next prompt 
is to select a trunk on your drawing. If the trunk increment number is not greater than 
zero, the following message displays: 

*** FIX TRUNK INCREMENT NUMBER *** 

= - 1.0000 

If numbered runouts are selected and the trunk increment number is less than 3, the 
following message displays: 

*** TRUNK INCREMENT NUMBER MUST BE > 2 - 
IT IS 
= 1.0000 

If the current trunk number is greater than 99999, the following message displays: 

*** MAXIMUM TRUNK NUMBER » 99999 *** 

= 100000.0000 

If any of these error messages are displayed, you will be locked out of the trunk segment 
module. You must use HVAC modals to correct the trunk numbering parameters. 

If the trunk numbering parameters are acceptable, the next prompt asks you to select a trunk 
segment. The purpose of this prompt is to allow you to connect the current segment to a 
previous trunk segment. This is. necessary wherever there is a 'tee' in the trunk layout. 

You have to draw each stretch of the tee separately. As the trunk segments are drawn, the 
system keeps track of how the trunk segments are connected. The Indicate Trunk prompt 
allows the system to capture the upstream trunk number. The system prompts: 

INDICATE TRUNK 
INDICATE LINE 

Use the graphics cursor to indicate the trunk and line. If this is an initial trunk segment 
on the drawing, enter operation reject ([). This allows you to place the first trunk 
segment on the drawing or to add another initial trunk segment. 

If you enter operation reject ([) in response to the first prompt, you will be prompted for 
the beginning reference point. This is the upstream end of the trunk segment of the initial 
trunk segment. The system prompts: 

*** BEGINNING REFERENCE POINT *** 

For a description of the possible reference points modes, see the preceding section on 
Reference Point Definition. 
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If you do not enter operation reject ([) in response to the first prompt, select the trunk 
segment on the drawing that you want to connect with the next trunk. Select the upstream 
trunk segment. 

Trunk segments should be drawn according to the direction of the air flow from upstream to 
downstream. 


NOTE 


Upstream refers to the direction from which 
air is flowing; downstream refers to the 
direction toward which a stream of air is 
flowing. 


When the trunk segment is selected, the downstream end of the trunk becomes the beginning 
reference point of the next trunk segment. Its trunk number is recorded by the system. 

If the line you select is not a trunk segment, one of the following messages is displayed: 

*** NO ATTRIBUTES FOUND - NOT A TRUNK *** 

*** NOT A TRUNK *** 

After this prompt you return to the INDICATE TRUNK prompt. 

The next prompt is for the next reference point. The next reference point is the downstream 
end of the trunk segment. It is defined by the reference point mode currently in effect. 

The prompt is displayed: 

*** NEXT REFERENCE POINT *** 

For a description of the possible reference point modes, see the preceding section on 
Reference Point Definition. 

After the next reference point is defined, the trunk segment is drawn according to the HVAC 
models currently in effect. 

• If the number trunk modal is on, the trunk number and length will be drawn on the 
trunk segment as a note. 

• If the round-to-nearest foot modal is on, all reference points will be rounded to 
the nearest foot. Otherwise, they will not be rounded. 

• If the constrained line modal is on, only horizontal or vertical lines will be 
drawn. If the X displacement between reference points is greater than the Y 
displacement, a horizontal line will be drawn. Otherwise, a vertical line is drawn. 

If the same location is specified for the beginning and next reference point, the following 
error message displays: 

*** ZERO LENGTH SEGMENT *** 
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You are returned to the NEXT REFERENCE POINT prompt. If the trunk number exceeds 99999, the 
following message displays: 

*** MAXIMUM TRUNK NUMBER = 99999 

= 100002.0000 

The add trunk segment routine -j then terminated. 

After the trunk segment Is drawn, the downstream end becomes the beginning reference point 
for the next trunk segment and you return to the NEXT REFERENCE POINT prompt. When you are 
done drawing trunk segments or when you want to draw another section, enter operation 
complete (]) at the NEXT REFERENCE * POINT prompt. To begin the new section of trunk 
segments, use the add trunk segment square on the tablet overlay. 


Deleting or Changing Trunk Segments 

If you make a mistake In adding a trunk segment to the drawing, enter operation complete (]) 
at the next reference point prompt, then use Delete Last Entity on the main ICEM DDN overlay 
to delete the trunk segment last added. The trunk segment Is defined as a group so It may 
be entirely deleted using the Delete Last Entity operation. The system prompts you when you 
do the Delete Last Entity operation: 

DELETE ENTITIES IN GROUP? 

Enter yes or y to this prompt and the trunk segment will be deleted. Then use the Decrement 
Trunk Counter square In the HVAC Operations section of the overlay. This will adjust the 
trunk counter back so that the next trunk segment has the same trunk number as the one you 
deleted. The Decrement Trunk Counter operation Is described below. 
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Trunk Schedule Report 

As trunk segments are added to the drawing, the system keeps track of their trunk number, 
lengths, and how they are connected. At any point in this process, you may generate a Trunk 
Schedule Report. The tablet square to create this report is in the lower left of the HVACl 
overlay. This lists every trunk by number, the upstream trunk numbers and the length of 
that trunk segment. It is placed on the drawing at a location you specify. The report 
origin for the trunk schedule is near the upper left-hand corner of the schedule. It is 
defined as a group and may be deleted by a Region In Delete at any time. If any changes are 
made to the drawing, rerun the report. A sample trunk schedule report follows. 



TRUNK REPORT 


TRUNK 

UPSTREAM TRUNK 

LENGTH 

100 

0 

7.00 

101 

100 

5.00 

102 

101 

9.00 

103 

102 

9.00 

106 

103 

15.00 

109 

106 

15.00 

112 

109 

14.00 

115 

101 

16.00 

118 

115 

14.00 

121 

118 

15.00 

124 

121 

15.00 

125 

124 

8.00 

126 

125 

9.00 

130 

126 

12.00 

133 

126 

8.00 
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ADD RUNOUT SEGMENT 


After trunk segments have been added, you may add runout segments to the drawing. Runout 
segments can be connected only to trunk segments. 

The first prompt In the runout segment routine asks you to select the upstream trunk. 

Runout segments are always connected to the downstream end of a runk segment. Only two 
runout segments may be connected to a trunk segment. The first prompt Is displayed: 

*** ADD RUNOUT SEGMENTS *** 

INDICATE UPSTREAM TRUNK 

If the line selected Is not a trunk segment created by the trunk segment operation, one of 
the following messages Is displayed: 

*** NO ATTRIBUTES FOUND - NOT A TRUNK *** 

*** NOT A TRUNK *** 

You then return to the INDICATE UPSTREAM TRUNK prompt. 

The trunk number Is captured when you select the trunk segment. The beginning reference 
point for the runout segment Is set to the downstream end of the trunk segment. 

The next prompt Is for the first segment of the next reference point. The system displays: 

*** FIRST SEGMENT *** 

*** NEXT REFERENCE POINT *** 

This Is the first segment of the runout. Runouts may have elbows and may have more than one 
segment. The segment ends are defined by reference points. The various reference point 
methods are described In the preceding section on Reference Point Definition. 

When you define the next reference point, the runout segment Is drawn. As runout segments 
are drawn, the segment length and the cumulative length of the runout are displayed: 

*** THIS SEGMENT AND CUMULATIVE LENGTH 

1 = 7.0000 

2 =» 7.0000 

In this example, the lengths are the same because this Is the first segment. You return to 
the NEXT REFERENCE POINT prompt. 

• If the round-to-nearest foot modal Is on, all reference points are rounded to the 
nearest foot. Otherwise, they will not be rounded. 

• If the constrained line modal Is on, only horizontal or vertical lines are drawn. 

If the X displacement between reference points Is greater that the Y displacement, a 
horizontal line Is drawn. Otherwise, a vertical line Is drawn. 

If the same location Is selected as the next reference point, thereby creating a zero length 
segment, the following message Is displayed: 

*** ZERO LENGTH SEGMENT *** 

You return to the NEXT REFERENCE POINT prompt. 
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When you finish the runout, enter operation complete (]) at the NEXT REFERENCE POINT 
prompt. At this point, if the number runouts modal is on, the length of the runout and the 
runout number are drawn as a note on the first runout segment. The runout number is 
calculated from the trunk number of the upstream trunk. The first runout is numbered with 
the trunk upstream number plus 1. The second runout is numbered with the upstream trunk 
number plus 2. 

After the first runout is complete, you return to the first segment prompt to draw a second 
runout. If there is only one runout, enter operation complete (]) at this point. This 
brings you to the ADD RUNOUT SEGMENTS prompt. If you are done drawing runouts, enter 
operation complete (]). If there are two runouts, the second runout is drawn as the first. 
After it is completed, the following message is displayed: 

*** ONLY TWO RUNOUTS ALLOWED *** 

You return to the ADD RUNOUT SEGMENTS prompt. 


Deleting or Changing Runouts 

If you make a mistake entering a runout, use Delete Last Entity to delete a runout segment 
if no entities have been created after the last one entered. 

If one runout has been added and you decide to add a second runout to a trunk, the first 
runout must be deleted and redrawn. This is true because the runout numbers always start at 
one plus the connected trunk number. If the second runout from a trunk needs to be 
modified, both runouts must be deleted and redrawn. 


Runout Schedule Report 

Because the runout segment operation keeps track of the runout lengths and connections, you 
can produce a runout schedule report. The tablet square to create this report is in the 
lower left of the HVACl overlay. The runout schedule lists the runouts by number along with 
the runout length and upstream trunk number. The schedule is placed on the drawing as a 
note and is a grouped entity. The runout schedule report origin is near the upper left-hand 
corner of the report. If any changes are made to the runouts, the old report may be deleted 
and a new one created at any time. A sample runout schedule report follows. 


NUMBERED 
RUNOUT REPORT 


TRUNK 

CONNECTING TRUNK 

LENGTH 

103 

. 102 

6.00 

104 

102 

5.00 

107 

106 

7.00 

116 

115 

12.00 

117 

115 

12.00 
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ADD VAV BOXES 


This operation allows you to draw variable air volume boxes. They are placed at the 
downstream end of the runouts. The system tracks the connection of VAV boxes by means of 
runout segments to a trunk. 

The first prompt in the VAV box routine is displayed: 

*** ADD VARIABLE AIR VOLUME BOXES *** 

INDICATE RUNOUT END 

This prompt allows you to select the runout of the end from which to draw the VAV box. If 
the runout has more than one segment, the last segment will not have the runout attributes 
associated. In this case, the next prompt is displayed: 

*** NO ATTRIBUTES FOUND *** 

INDICATE BEGINNING RUNOUT SEGMENT 

Indicate the first segment in the runout. This is the segment with the attributes. The 
downstream end of the last runout segment becomes the reference point where the VAV box is 
to be located. The trunk connection information is taken from the first runout segment. If 
no attributes are found on the beginning runout segment selected, the following message is 
displayed: 

*** NO ATTRIBUTES FOUND - NOT A RUNOUT *** 

You return to the INDICATE RUNOUT END prompt. 

If the runout has only one segment, select that segment. If incorrect attributes are found 
on the beginning runout segment you select, the following message is displayed: 

*** NOT A RUNOUT *** 

You return to the INDICATE RUNOUT END prompt . 

The next prompt is for the VAV box parameters: 

VAV BOX PARAMETERS 

1. CFM = 0.0000 

2. LENGTH = 0.0000 

3. WIDTH = 0.0000 

The CFM is the cubic feet per minute that the box delivers. The length is the size of the 
box running in the same direction as the last runout segment. The width is the size in the 
direction perpendicular to the last runout segment. 

If the length entered is less than or equal to zero, the following message is displayed: 

*** LENGTH MUST BE GREATER THAN 0 *** 

You return to the VAV BOX PARAMETERS prompt. If the width entered is less than zero, the 
following message is displayed: 

*** WIDTH MUST BE GREATER THAN 0 *** 
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You return to the VAV BOX PARAMETERS prompt. After you enter valid prompts, the VAV box 
outline is drawn. The next prompt is for the VAV box tag. The tag is a name or code 
identifying the VAV box. The following prompt is displayed: 

VAV BOX TAG 

At this point, if the Add Notes to Drawing modal is set to yes, the CFM and the VAV box tag 
are written as a note inside the VAV box outline. You return to the first prompt in the 
program. 


VAV Box Schedule Report 

At any time during the drawing process after VAV boxes have been drawn, you may request a 
VAV box schedule report. The tablet square to create this report is in the lower left of 
the HVACl overlay. The report lists VAV boxes sorted by the VAV box tags. The CFM and 
trunk connections are listed for each VAV box. The report is created as a group on your 
drawing. You must indicate the report origin. The report origin is located near the upper 
left corner of the report. A sample VAV box schedule report follows. 


VARIABLE AIR 
VOLUME BOX REPORT 


VAVB 

CONNECTING TRUNK 

CFM 

M1 

115 

300.00 

M2 

102 

300.00 

N1 

115 

300.00 

N2 

102 

300.00 


ADD DIFFUSER 

The diffuser routine allows you to draw single line diffusers and the connecting single line 
duct centerlines. The first prompt is for a beginning reference point. You may use the 
points on the sides of a VAV box. The first prompt is displayed: 

*** ADD DIFFUSERS *** 

*** BEGINNING REFERENCE POINT *** 

The next prompt is: 

*** NEXT REFERENCE POINT *** 

When this point is defined, the line segment between reference points is drawn and you 
return to the NEXT BIEFERENCE POINT prompt. 
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If the beginning reference point specified is the same as the next reference point 
specified, the following message is displayed: 

*** ZERO LENGTH SEGMENT *** 

You return to the NEXT REFERENCE POINT prompt. 

Enter operation complete (]). This completes one diffuser and the slot diffuser is drawn 
perpendicular to the last diffuser centerline segment. 

If the flexible connection to diffuser modal is on, the last diffuser centerline segment is 
redrawn in flexible connection representation. You return to the first prompt in the 
program. To exit, enter operation complete (]). 


REPLACE TRUNK SEGMENT 

The replace trunk segment routine assists you in modifying a single line drawing after it 
has been created. It manages the connection details if you have to modify a section of the 
layout . 

You receive the first prompt in the replace trunk segment program: 

*** REPLACE TRUNK SEGMENTS *** 

INDICATE TRUNK TO REPLACE 
INDICATE GROUP 

Select the trunk segment you want replaced. The program checks to make sure it is a trunk 
segment. If the proper attributes are not found, one of the following messages is displayed: 

*** NO ATTRIBUTES - NOT A TRUNK *** 

*** NOT A TRUNK *** 

You return to the INDICATE TRUNK TO REPLACE prompt. If a trunk segment has been selected, 
the next prompt is to indicate the previous upstream trunk: 

INDICATE PREVIOUS TRUNK 
INDICATE LINE 

The upstream trunk number is captured from this trunk segment. If the proper attributes are 
not found, one of the following messages is displayed: 

*** NO ATTRIBUTES - NOT A TRUNK *** 

*** NOT A TRUNK *** 

You return to the INDICATE PREVIOUS TRUNK prompt. If there is ho upstream trunk and if you 
are replacing an initial trunk segment, enter an operation complete (]). You then receive 
the following prompt: 

*** BEGINNING REFERENCE POINT *** 
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The next prompt In either case is for the trunk numbering parameters. Prior to this, the 
trunk segment you selected for replacement is deleted. The following messages are displayed: 

*** DELETING SELECTED TRUNK *** 

*** TRUNK NUMBERING PARAMETERS *** 

ENTER 

BEG. NUMBER = 115.0000 
2. INC. NUMBER = 2.0000 

If there were no upstream trunk segments, the beginning trunk number displayed is the trunk 
number of the segment deleted. If there is an upstream trunk segment, the beginning trunk 
number displayed is the number of the upstream trunk segment plus 2. These numbers may be 
accepted or modified. If the increment between trunk numbers is only one and if there are 
two runouts, there could be two runouts with the same number. 

If the trunk increment number entered is less than or equal to zero, the following message 
is displayed: 

*** FIX TRUNK INCREMENT NUMBER *** 

= 1.0000 

You return to the TRUNK NUMBERING PARAMETERS prompt. If the trunk number you enter is 
greater than 99999, the following message is displayed: 

*** MAXIMUM TRUNK NUMBER = 99999 

= 100001.0000 

You return to the TRUNK NUMBERING PARAMETERS prompt. 

Either the downstream end of the upstream trunk or the beginning reference point entered 
becomes the beginning reference point for the new trunk segment you are adding. The next 
prompt is for defining the downstream end of the new trunk segment. 

*** NEXT REFERENCE POINT *** 

When the next reference point is defined, the new trunk segment is drawn and given the trunk 
number you assigned. The trunk number is also incremented. 

If you select the same location to be both the beginning and the next reference point, 
thereby producing a trunk segment of length zero, the following message is displayed: 

*** ZERO LENGTH SEGMENT *** 

You return to the NEXT REFERENCE POINT prompt after the first redefined trunk segment is 
drawn. You may continue to add trunk segments as necessary. When you are done, enter 
operation complete (]). 

The next prompt displays: 

*** UPDATING CONNECTING TRUNKS *** 

INDICATE NEXT TRUNK 
INDICATE LINE 

Use the graphics cursor to indicate the trunk and line. The purpose of thlo prompt is to 
correct the trunk connection information stored in any connected trunk downstream from the 
replaced trunk segment. Select any downstream trunk segment one by one which was connected 
to the replaced trunk segment. 
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If the entity you selected does not have the proper attributes associated with it to 
indicate that it is a trunk segment, one of the following message is displayed: 

*** NO ATTRIBUTES FOUND - NOT A TRUNK *** 

*** NOT A TRUNK *** 

When all the connected downstream trunk segments have been selected, enter operation 
complete (])4 You return to the first prompt in the program. To exit the program, enter 
another operation complete (]). 


NOTE 


Runouts and VAV boxes connected to any 
replaced, trunk segment must be deleted and 
redrawn. 


DECREMENT TRUNK COUNTER 

The decrement trunk counter routine decreases the current trunk number by the amount of the 
trunk increment number. This is useful if you make a mistake in drawing trunk segments and 
must delete one or more of the last segments entered. For each trunk segment deleted, use 
the decrement trunk counter routine once. This routine is only useful for the last segment 
or segments created. If a segment in the middle of a run must be modified, use the Replace 
Trunk Segment routine. 

The first prompt in the decrement trunk counter routine is displayed: 

*** DECREMENT TRUNK COUNTER *** 

TRUNK NUMBER, INCREMENT NUMBER 

1. = 115.0000 

2. = 3.0000 

*** CONTINUED? 

This displays the current trunk and increment numbers. If you want to decrement the trunk 
number, enter yes or y. If you do not want to decrement the trunk number, enter no or n. 

If you enter yes or y, the following message is displayed: 

*** NEW CURRENT TRUNK NUMBER 

= 112.0000 

If you enter no or n, the following message is displayed: 

*** TRUNK NUMBER NOT CHANGED *** 
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CHANGE TO FLEXIBLE DUCT 


This routine changes a segment of centerline to flexible duct representation. 

The prompt in this program is displayed: 

*** CHANGE TO FLEX *** 

INDICATE LINE 
INDICATE LINE 

Select the centerline you want to change to flexible representation. It will be changed and 
you return to the CHANGE TO FLEX prompt. 

The flexible duct symbol produced is not a grouped entity. 


HVAC2 LOWER OVERLAY 

The following sections describe the tablet squares of the lower overlay, HVAC2. 


ELBOWS 


ELBOWS 

OIE-STAMPEO 

ELBOW 

(46.90DEa) 

PLEATED 

ELBOW 

{45.60,90DEQ.) 

FABRICATED 
ELBOW 
(040 DEO) 

MITERED 

ELBOW 

ELBOW 

TURNNQUP 

ELBOW 

TURNN600WN 


fe)' “t 

“nEETTApPEIT" 

00 DEGREE 
ELBOW 

FLEXIBLE 

ELBOW 




You begin using the elbow fitting programs in the lower left portion of the HVAC2 overlays. 
To begin any elbow fitting, touch the appropriate square with the tablet stylus. 
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DIE-STAMPED ELBOW (45 and 90° ) 

When you begin Che die-stamped elbow program, the system displays: 

ENTER SIX CHARACTER NAME 

ELBDST 

GPL 

The first prompt in the die— stamped elbow program is for the elbow parameters: 

*** dIE-STAMPED 45 OR 90 DEGREE ELBOW *** 

ELBOW PARAMETERS 

1. DIAMETER = 8.0000 

2. RADIUS FTR = 1.5000 

You may exit the elbow program at this prompt by entering operation reject ([). 

The parameters for drawing die-stamped elbows include the elbow diameter and the elbow 
radius factor. The elbow diameter is the duct diameter of the elbow. The radius factor is 
the multiple of the elbow diameter which defines the radius of the centerline of the elbow. 
A radius factor of 1.5 means that the radius of the elbow centerline is 1.5 times the 
diameter of the elbow. The default value for the radius factor is 1.5. The elbow duct 
diameter you enter is retained by the system and reused in elbow and in other fitting 
programs . 

In response to this prompt, enter the duct diameter and, if necessary, the radius factor. 
Then enter operation complete ( ] ) . 

The die-stamped elbow program allows only duct diameters between 3 and 8 inches. If the 
diameter you enter is not in that range, the following message is displayed: 

MAIN DIAMETER MUST BE 3" to 8". 

You then return to the ELBOW PARAMETERS prompt . 

If the radius factor you entered is less than 1, the following message is displayed: 

RADIUS FACTOR MUST BE >» 1 . 

You return to the ELBOW PAREMETERS prompt. 

The next prompts are for the fitting location. The fitting location for die-stamped elbows 
is at the intersection point of the two centerlines of the elbow, so the following prompts 
are for the two centerlines. 

*** FITTING LOCATION *** 

*** FITTING CENTERLINES *** 

INDICATE FIRST CENTERLINE 
INDICATE LINE 

Indicate one of the two elbow centerlines, using the graphics cursor. They may be selected 
in any order. You will then be prompted: 

INDICATE SECOND CENTERLINE 
INDICATE LINE 
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Indicate the second centerline, using the graphics cursor. The system determines the 
intersection angle of the centerlines and displays the elbow angle; 

*** ELBOW ANGLE *** 

= 90.0000 

If the centerlines do not intersect, the system displays the following .'essage: 

LINES DO NOT INTERSECT. . . 

You return to the FITTING LOCATION prompt. 

The die-stamped elbow program only allows elbows of 45o and 90o, If the intersection 
angle determined by the program is not 45o or 90o, the following message is displayed: 

ELBOW ANGLE MUST BE 45 or 90 DEGREES. 

You return to the FITTING LOCATION prompt. 

The program draws the elbow. You return to the ELBOW PARAMETERS prompt to draw more 
die-stamped elbows. 

The elbow fitting program will correctly determine the elbow angle as long as both 
centerlines end at their intersection point. If one or both of the centerlines do not end 
at the Intersection point, one of the following may happen: 

• The elbow angle may not be correctly determined by the program. 

• The elbow may not be correctly drawn. For example, it may turn the wrong way. 

If one of these problems is encountered, one or both of the centerlines must be broken at 
the intersection point by using a trim middle bound operation and specifying the same line 
twice as the boundaries. Once this is done, the elbow program will work correctly. 


PLEATED ELBOW (45 ® , 60 ® , and 90 ® ) 

When you begin the pleated elbow program, the system displays: 

ENTER SIX CHARACTER NAME 

ELBPLT 

GPL 

The first prompt in the pleated elbow program is for the elbow parameters: 

*** PLEATED 45, 60, OR 90 DEGREE ELBOW *** 

ELBOW PARAMETER 

1. DIAMETER = 8.0000 

2. RADIUS FTR » 1.5000 

You may exit the elbow program at this prompt by entering operation reject ([). 
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The parameters for drawing pleated elbows Include the elbow diameter and the elbow radius 
factor. The elbow diameter Is the duct diameter of the elbow. The radius factor Is the 
multiple of the elbow diameter which defines the radius of the centerline of the elbow. A 
radius factor of 1.3 means that the radius of the elbow centerline Is 1.5 times the diameter 
of the elbow. The default value for the radius factor Is 1.5. The elbow duct diameter 
entered Is retained by the system and reused In elbow and In other fitting programs. 

In response to this prompt, enter the duct diameter and, If necessary, the radius factor. 
Enter operation complete (]). 

The pleated elbow program allows only duct diameters of 4 to 12, 14, and 16 Inches. If the 
diameter entered Is less than 4 Inches, the following message Is displayed: 

MINIMUM DIAMETER IS 4”. 

You return to the ELBOW PARAMETER prompt . 

If the diameter entered Is greater than 4 Inches, but not one of the allowed diameters, the 
following message Is displayed: 

DIAMETER DIMENSION NOT ALLOWED 

You return to the ELBOW PARAMETER prompt . 

If the radius factor you entered Is less than 1, the following message Is displayed: 

RADIUS FACTOR MUST BE >- 1. 

You return to the ELBOW PARAMETER prompt. 

The next prompts are for the fitting location. The fitting location for pleated elbows Is 
at the Intersection point of the two centerlines of the elbow, so the next two prompts are 
for the two centerlines. 

*** fitting location *** 

*** FITTING CENTERLINES *** 

INDICATE FIRST CENTERLINE 
INDICATE LINE 

Indicate one of the two elbow centerlines using the graphics cursor. They may be selected 
In any order. The system prompts: 

INDICATE SECOND CENTERLINE 
INDICATE LINE 

Indicate the second centerline, using the graphics cursor. The system determines the 
Intersection angle of the centerlines and displays the elbow angle: 

*** ELBOW ANGLE *** 

= 60.000 

If the centerlines do not Intersect, the system displays the following message: 

LINES DO NOT INTERSECT. . . 

You return to the FITTING LOCATION prompt. 
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The pleated elbow program only allows elbows of 45o, 60o, or 90© , If the Intersection 
angle determined by the program is not 45©, 60©, ©r 90©, the £©llowing message is 
displayed: 

ELBOW ANGLE MUST BE 45, 60, OR 90 DEGREES 
You return to the FITTING LOCATION prompt. 

The maximum diameter of a 90© pleated elbow is 14 inches. If, when the system determines 
the elbow angle selected, it finds that an elbow diameter of greater than 14 Inches was 
entered for a 90o elbow, the following message is displayed: 

MAXIMUM DIAMETER FOR' 90 DEGREE 
ELBOW IS 14 INCHES 

You return to the ELBOW PARAMETER prompt . 

The program draws the elbow. You return to the ELBOW PARAMETER prompt to draw more pleated 
elbows . 

The elbow fitting program will correctly determine the elbow angle as long as both 
centerlines end at their intersection point. If one or both of the centerlines do not end 
at the intersection point, one of the following may happen: 

• The elbow angle may not be correctly determined by the program. 

• The elbow may not be correctly drawn. For example, it may turn the wrong way. 

If one of these problems is encountered, one or both of the centerlines must be broken at 
the intersection point by using a trim middle bound operation and specifying the same line 
twice as the boundaries. Once this is done, the elbow program will work correctly. 


FABRICATED ELBOW (0^ to 90**) 

When you enter the fabricated elbow program, the system displays: 

ENTER SIX CHARACTER NAME 

ELBFAB 

GPL 

The first prompt in the fabricated elbow program is for the elbow parameters: 

*** FABRICATED 0-90 DEGREE ELBOW *** 

ELBOW PARAMETER 

1. DIAMETER = 8.0000 

2. RADIUS FTR =» 1.5000 

You may exit the elbow program at this prompt by entering operation reject ([). 

The parameters for drawing fabricated elbows Include the elbow diameter and the elbow radius 
factor. The elbow diameter is the duct diameter of the elbow. The radius factor is the 
multiple of the elbow diameter which defines the radius of the centerline of the elbow. A 
radius factor of 1.5 means that the radius of the elbow centerline is 1.5 times the diameter 
of the elbow. The default value for the radius factor is 1.5. The elbow duct diameter 
entered is retained by the system and reused in elbow and in other fitting programs. 
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In response to this prompt, enter the duct diameter and, If necessary, the radius factor. 
Enter operation complete (]). 

The duct diameter for the fabricated elbow program must be greater than 0 Inches. If the 
diameter entered Is less than zero, the following message Is displayed: 

DIAMETER MUST BE GREATER TAN 0". 

You return to the ELBOW PARAMETER prompt. 

If the radius factor entered Is less than 1, the following message Is displayed: 

RADIUS FACTOR MUST BE >»*1. 

You return to the ELBOW PARAMETER prompt. 

The next prompts are for the fitting location. The fitting location for fabricated elbows 
is at the intersection point of the two centerlines of the elbow, so the next two prompts 
are for the two centerlines. 

*** FITTING LOCATION *** 

*** FITTING CENTERLINES *** 

INDICATE FIRST CENTERLINE 
INDICATE LINE 

Indicate one of the two elbow centerlines, using the graphics cursor. They may be selected 
in any order. The system prompts: 

INDICATE SECOND CENTERLINE 
INDICATE LINE 

Indicate the second centerline, using the graphics cursor. The system determines the 
intersection angle of the centerlines and displays the elbow angle: 

*** ELBOW ANGLE *** 

= 22.5000 

If the centerlines do not intersect, the system displays the following message: 

LINES DO NOT INTERSECT. . . 

You return to the FITTING LOCATION prompt. 

The fabricated elbow program allows elbows of Oo to 90o. Intersection angles of less 
than Oo are not possible. The possibility of an intersection angle of Oo is eliminated 
by the test for centerline intersection. If the intersection angle determined by the 
program is greater than 90o, the following message is displayed: 

90 DEGREES IS THE MAXIMUM ELBOW ANGLE. 

You return to the FITTING LOCATION prompt. 

The program draws the elbow. You return to the ELBOW PARAMETER prompt to draw more 
fabricated elbows. 
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The elbow fitting program will correctly determine the elbow angle as long as both 
centerlines end at their intersection point. If one or both of the centerlines do not end 
at the intersection point, one of the following may happen: 

• The elbow angle may not be correctly determined by the program. 

• The elbow may not be correctly drawn. For example, it may turn the wrong way. 

If one of these problems is encountered, one or both of the centerlines must be broken at 
the intersection point by using a trim middle bound operation and specifying the same line 
twice as the boundaries. Once this is done, the elbow program will work correctly. 


MITERED ELBOW (90^) 

When you enter the mitered elbow program, the system displays: 

ENTER SIX CHARACTER NAME 

ELBMIT 

GPL 

The first prompt in the mitered elbow program is for the elbow parameters: 

*** MITERED 90 DEGREE ELBOW *** 

ELBOW PARAMETERS 
DIAMETER = 16.0000 

You may exit the elbow program at this prompt by entering operation reject ([). 

The only parameter for drawing the mitered elbow is the elbow diameter. The elbow diameter 
is the duct diameter of the elbow. The elbow duct diameter entered is retained by the 
system and reused in elbow and in other fitting programs. 

In response to this prompt, enter the duct diameter and, if necessary, the radius factor. 
Enter operation complete (]). 

The duct diameter for the mitered elbow must be greater than 3 Inches. If the diameter 
entered is less than 3 inches, the following message is displayed: 

MINIMUM DIAMETER IS 3" 

You return to the ELBOW PARAMETERS prompt. 

If the radius factor you entered is less than 1, the following message is displayed: 

RADIUS FACTOR MUST BE >= 1. 

You return to the ELBOW PARAMETERS prompt. 

The next prompts are for the fitting location. The fitting location for mitered elbows is 
at the intersection point of the two centerlines of the elbow. The next two prompts are for 
the two centerlines: 

*** fitting location *** 

*** FITTING CENTERLINES *** 

INDICATE FIRST CENTERLINE 
INDICATE LINE 
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Indicate one of the two elbow centerlines, using the graphics cursor. They may be selected 
in any order. The system prompts: 

INDICATE SECOND CENTERLINE 
INDICATE LINE 

Indicate the second centerline, using the graphics cursor. The system determines the 
intersection angle of the centerlines and displays the elbow angle: 

*** ELBOW ANGLE *** 

= 90.0000 

Then the number of turning vanes and the vane spacing is displayed: 

*** NUMBER OF VANES 
= 4.0000 

*** VANE SPACING 
=■ 4.5255 

If the centerlines do not intersect, the system displays the following message: 

LINES DO NOT INTERSECT. . . 

You return to the FITTING LOCATION prompt. 

The mitered elbow program allows only elbows of 90o, If the intersection angle determined 
by the program is not equal to 90o, the following message is displayed: 

90 DEGREES IS THE ONLY AVAILABLE ELBOW ANGLE 

You return to the FITTING LOCATION prompt. 

The program draws the elbow. You return to the ELBOW PARAMETERS prompt to draw more mitered 
elbows. 

The elbow fitting program will correctly determine the elbow angle as long as both 
centerlines end at their intersection point. If one or both of the centerlines do not end 
at the intersection point, one of the following may happen: 

• The elbow angle may not be correctly determined by the program. 

• The elbow may not be correctly drawn. For example, it may turn the wrong way. 

If one of these problems is encountered, one or both of the centerlines must be broken at 
the intersection point by using a trim middle bound operation and specifying the same line 
twice as the boundaries. Once this is done, the elbow routine will work correctly. 


ELBOW TURNING UP (90®) 

When you enter the upturned elbow program, the system displays: 

ENTER SIX CHARACTER NAME 

ELBUP 

GPL 
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The first prompt in the upturned elbow program is for the elbow parameters: 

*** UP-TURNED 90 DEGREE ELBOW *** 

ELBOW PARAMETERS 

1. DIAMETER » 8.0000 

2. RADIUS FTR = 1.5000 

You may exit the elbow program at this prompt by entering operation reject ([). 

The parameters for drawing upturned elbows include the elbow diameter and the elbow radius 
factor. The elbow diameter is the duct diameter of the elbow. The radius factor is the 
multiple of the elbow diameter which defines the radius of the centerline of the elbow. A 
radius factor of 1.5 means that the radius of the elbow centerline is 1.5 times the diameter 
of the elbow. The default value for the radius factor is 1.5. The radius factor is needed 
to determine the length of the protruding portion of the elbow. The elbow duct diameter 
entered is retained by the system and reused in elbow and in other fitting programs. 

In response to this prompt, enter the duct diameter and, if necessary, the radius factor. 
Enter operation complete (]). 

The duct diameter for the upturned elbow program must be greater than 0 inches. If the 
diameter entered is less than zero, the following message is displayed: 

DIAMETER MUST BE GREATER THAN 0". 

You return to the ELBOW PARAMETERS prompt. 

If the radius factor entered is less than 1, the following message is displayed: 

RADIUS FACTOR MUST BE >- 1 . 

You return to the ELBOW PARAMETERS prompt. 

The next prompt is for the fitting location. The fitting location for the upturned elbows 
is by reference point. The center of the circle representing the upturned portion of the 
elbow is located at the reference point you specify. For a description of the possible 
reference point prompts, see the preceding section on Reference Point Definition. The 
system prompts: 

*** FITTING LOCATION *** 

The next prompt is for the fitting centerline. The fitting centerline determines the 
orientation of the fitting. You may use the fitting centerline or any line on the drawing 
which has the proper orientation. The system prompts: 

*** fitting centerline *** 

INDICATE CENTERLINE 
INDICATE LINE 

Use the graphics cursor to Inicate the centerline and line. 

The next prompt is for the fitting direction. The fitting direction for upturned elbows is 
the direction away from the upturned portion of the elbow. The response to this prompt is a 
screen selection in the direction along the centerline where you want the lotting to be 
located. The system prompts: 

*** INDICATE FITTING DIRECTION *** 
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If the system cannot determine the fitting direction from your selection, the following 
message is displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 

You return to the INDICATE FITTING DIRECTION prompt. 

The program draws the elbow. You return to the ELBOW PARAMETERS prompt to draw more 
upturned elbows. 


ELBOW TURNING DOWN (90 ^ ) 

When you enter the downturned elbow program, the system displays: 

ENTER SIX CHARACTER NAME 

ELBDWN 

GPL 

The first prompt in the downturned elbow program is for the elbow parameters: 

*** DOWN-TURNED 90 DEGREE ELBOW *** 

ELBOW PARAMETERS 

1. DIAMETER = 8.0000 

2. RADIUS FTR = 1.5000 

You may exit the elbow program at this prompt by entering operation reject ([). 

The parameters for drawing downturned elbows include the elbow diameter and the elbow radius 
factor. The elbow diameter is the duct diameter of the elbow. The radius factor is the 
multiple of the elbow diameter which defines the radius of the centerline of the elbow. A 
radius factor of 1.5 means that the radius of the elbow centerline is 1.5 times the diameter 
of the elbow. The default value for the radius factor is 1.5. The radius factor is needed 
to determine the length of the protruding portion of the elbow. The elbow duct diameter 
entered is retained by the system and reused in elbow and in other fitting programs. 

In response to this prompt, enter the duct diameter and, if necessary, the radius factor. 
Enter operation complete (]). 

The duct diameter for the upturned elbow program must be greater than 0 inches. If the 
diameter entered is less than zero, the following message is displayed: 

DIAMETER MUST BE GREATER THAN 0”. 

You return to the ELBOW PARAMETERS prompt. 

If the radius factor entered is less than 1, the following message is displayed: 

RADIUS FACTOR MUST BE >» 1 . 

You return to the ELBOW PARAMETERS prompt. 
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The next prompt is for the fitting location. The fitting location for dovmturned elbows is 
by reference point. The center of the circle representing the downturned portion of the 
elbow is located at the reference point you specify. For a description of the possible 
reference point prompts, see the Reference Point Definition section at the beginning of this 
appendix. The system prompts: 

*** pitting location *** 

The next prompt is for the fitting centerline. The fitting centerline determines the 
orientation of the fitting. You may use the fitting centerline or any line on the drawing 
which has the proper orientation. The system prompts: 

*** FITTING CENTERLINE *** 

INDICATE CENTERLINE 
INDICATE LINE 

Use the graphics cursor to indicate the centerline and line. 

The next prompt is for the fitting direction. The fitting direction for downturned elbows 
is the direction away from the downturned portion of the elbow. The response to this prompt 
is a screen selection in the direction along the centerline where you want the fitting to be 
located. The system prompts: 

INDICATE FITTING DIRECTION 

If the system cannot detennine the fitting direction from your selection, the following 
message is displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 

You return to the INDICATE FITTING DIRECTION prompt. 

The program draws the elbow. You return to the ELBOW PARAMETER prompt to draw more 
downturned elbows . 


HEEL TAPPED 90° ELBOW 


When you enter the heel-tapped elbow program, the system displays: 

ENTER SIX CHARACTER NAME 

ELBTAP 

GPL 

The first prompt in the heel-tapped elbow program is for the elbow parameters: 

*** HEEL-TAPPED 90 DEGREE ELBOW *** 

ELBOW PARAMETER 

1. DIAMETER =* 8.0000 

2. TAP DIAM. » 4.0000 

3. RADIUS FTR - 1.5000 

You may exit the elbow program at this prompt by entering ci-cration reject ([). 
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The parameters for drawing heel-tapped elbows are the elbow diameter, the tap diameter and 
the elbow radius factor. The elbow diameter is the duct diameter of the elbow. The tap 
diameter is the duct diameter of the heel tap. The radius factor is the multiple of the 
elbow diameter which defines the radius of the centerline of the elbow. A radius factor of 
1.3 means that the radius of the elbow centerline is 1.3 times the diameter of the elbow. 

The default value for the radius factor is 1.3. The elbow duct and tap diameter entered is 
retained by the system and reused in elbow and in other fitting programs. 

In response to this prompt, enter the duct diameter, the tap diameter and, if necessary, the 
radius factor. Enter operation complete (]). 

The duct diameter for the heel-tapped elbow program must be greater than 0 inches. If the 
diameter entered is less than zero, the following message is displayed: 

DIAMETER MUST BE GREATER THAN 0". 

You return to the ELBOW PARAMETER prompt . 

The tap diameter for the heel-tapped elbow program must be greater than 0 inches. If the 
tap diameter entered is less than zero, the following message is displayed: 

TAP DIAMETER MUST BE GREATER THAN 0". 

You return to the ELBOW PARAMETER prompt. 

If the radius factor entered is less than 1, the following message is displayed: 

RADIUS FACTOR MUST BE >» 1. 

You return to the ELBOW PARAMETER prompt. 

The next prompts are for the fitting location. The fitting location for heel-tapped elbows 
is at the intersection point of the two centerlines of the elbow, so the next two prompts 
are for the two centerlines. The system displays: 

*** fitting location *** 

*** FITTING CENTERLINES *** 

INDICATE FIRST CENTERLINE 
INDICATE LINE 

Indicate one of the two elbow centerlines, using the graphics cursor. They may be selected 
in any order. The system prompts: 

INDICATE SECOND CENTERLINE 
INDICATE LINE 

Indicate the second centerline, using the graphics cursor. 

The next prompt is for the tap direction. The tap direction is the direction of the tap. 

The response to this prompt is a screen selection in the direction along one centerline 
where you want to place the tap. The system prompts for the tap direction: 

INDICATE TAP DIRECTION 

The system determines the intersection angle of the centerlines and displays the elbow angle: 

*** ELBOW ANGLE *** 

= 90.0000 
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If the centerlines do not intersect, the system displays the following message: 

LINES DO NOT INTERSECT. . . 

You return to the FITTING LOCATION prompt. 

The heel-tapped elbow program only allows 90o elbows. If the intersection angle 
determined by the program is not equal to 90o, the following message is displayed: 

90 DEGREES IS THE ONLY ALLOWABLE ELBOW ANGLE 

You return to the FITTING LOCATION prompt. 

If the system cannot determine the tap direction from your selection, the following message 
is displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 
You return to the INDICATE TAP DIRECTION prompt. 

The program draws the elbow. You return to the ELBOW PARAMETER prompt to draw more 
heel-tapped elbows. 

The elbow fitting program will correctly determine the elbow angle as long as both 
centerlines end at their intersection point. If one or both of the centerlines do not end 
at the intersection point, one of the following may happen: 

• The elbow angle may not be correctly determined by the program. 

• The elbow may not be correctly drawn. For example, it may turn the wrong way. 

If one of these problems is encountered, one or both of the centerlines must be broken at 
the intersection point by using a trim middle bound operation and specifying the same line 
twice as the boundaries. Once this is done, the elbow routine will work, correctly. 


FLEXIBLE ELBOW 

When you enter the flexible elbow program, the system displays: 

ENTER SIX CHARACTER NAME 

FLELBO 

GPL 

The first prompt in the flexible elbow program is for the elbow parameters: 

*** FLEXIBLE ELBOW *** 

ELBOW PARAMETER 

1. DIAMETER = 8.0000 

2. RADIUS FTR =« 1.5000 

You may exit the elbow program at this prompt by entering operation reject ([). 
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The parameters for drawing flexible elbows Include the elbow diameter and the elbow radius 
factor. The elbow diameter is the duct diameter of the elbow. The radius factor is the 
multiple of the elbow diameter which defines the radius of the centerline of the elbow. A 
radius factor of 1.5 means that the radius of the elbow centerline is 1.5 times the diameter 
of the elbow. The default value for the radius factor is 1.5. The elbow duct diameter 
entered is retained by the system and reused in elbow and in other fitting programs. 

In response to this prompt, enter the duct diameter and, if necessary, the radius factor. 
Enter operation complete ( ] ) . 

The duct diameter for the flexible elbow program must be greater than 0 inches. If the 
diameter entered is less than zero, the following message is displayed: 

DIAMETER MUST BE GREATER THAN 0". 

You return to the ELBOW PARAMETER prompt. 

If the radius factor entered is less than 1, the following message is displayed: 

RADIUS FACTOR MUST BE >» 1 . 

You return to the ELBOW PARAMETER prompt. 

The next prompts are for the fitting location. The fitting location for flexible elbows is 
at the intersection point of the two centerlines of the elbow, so the next two prompts are 
for the two centerlines. 

*** FITTING LOCATION *** 

*** FITTING CENTERLINES *** 

INDICATE FIRST CENTERLINE 
INDICATE LINE 

Indicate one of the two elbow centerlines, using the graphics cursor. They may be selected 
in any order. The system prompts: 

INDICATE SECOND CENTERLINE 
INDICATE LINE 

Indicate the second centerline, using the graphics cursor. 

If the centerlines do not intersect, the system displays the following message: 

LINES DO NOT INTERSECT. . . 

You return to the FITTING LOCATION prompt . 

The program draws the elbow. You return to the ELBOW PARAMETER prompt to allow more 
flexible elbows to be drawn. 

The elbow fitting program will correctly determine the elbow angle as long as both 
centerlines end at their intersection point. If one or both of the centerlines do not end 
at the intersection point, one of the following may happen: 

• The elbow angle may not be correctly determined by the program. 

• The elbow may not be correctly drawn. For example, it may turn the wrong way. 
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If one of these problems is encountered, one or both of the centerlines must be broken at 
the intersection point by using a trim middle bound operation and specifying the same line 
twice as the boundaries. Once this is done, the elbow routine will work correctly. 
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The tee fitting programs are located on the middle left section of the HVAC2 overlay. 
To begin a tee fitting program, touch the appropriate square with the tablet stylus. 


STRAIGHT TEE (One Tap) 

When you enter the straight tee program, the system displays; 

ENTER SIX CHARACTER NAME 

TEE 

GPL 

The first prompt in the straight tee program is for the tee parameters: 

*** STRAIGHT TEE, ONE TAP *** 

TEE PARAMETERS 

1. MAIN DIAM. = 18.0000 

2. TAP DIAM. = 8.0000 

You may exit the tee program at this prompt by entering operation reject ([). 

The param?fers for drawing the straight tee are the main diameter and the tap diameter. The 
main diameter is the duct diameter of the tee. The tap diameter is the duct diameter of the 
tap. The main duct diameter and tap diameter entered are retained by the system and reused 
in the tee and other fitting programs. 
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In response to this prompt, enter the main diameter and tap diameter, then enter operation 
complete (]). If the current parameter values are correct, only operation complete (]) is 
needed. 

The main diameter for the straight tee program must be greater than 0 inches. If the 
diameter entered is less than zero, the following message is displayed: 

DIAMETER MUST BE GREATER THAN 0". 

You return to the TEE PARAMETERS prompt. 

The tap diameter for the straight tee program must be greater than 0 inches. If the tap 
diameter entered is less than zero, the following message is displayed: 

TAP DIAMETER MUST BE GREATER THAN 0". 

You return to the TEE PARAMETERS prompt. 

The next prompt is for the fitting location. The fitting location for straight tees is by 
reference point. The intersection point of the main centerline and the tap centerline is 
located at the reference point you specify. For a description of the possible reference 
point prompts , see the Reference Point Definition section at the beginning of this 
appendix. The system prompts: 

*** FITTING LOCATION *** 

The next prompt is for the fitting centerline. The fitting centerline determines the 
orientation of the fitting. You may use the fitting centerline or any line on the drawing 
that has the proper orientation. The system prompts: 

*** FITTING CENTERLINE *** 

INDICATE CENTERLINE 
INDICATE LINE 

Use the graphics cursor to indicate the center line and line. 

The next prompt is for the tap side of the duct. The response to this prompt is a screen 
selection of the side of the tee fitting to have the tap. The system prompts: 

INDICATE TAP SIDE 

If the system cannot determine the tap side from your selection, the following message is 
displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 
You. return to the INDICATE TAP SIDE prompt. 

The program draws the tee. You return to the TEE PARAMETERS prompt to allow more straight 
tees to be drawn. 
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REDUCING TEE (One Tap) 

When you enter the reducing tee program, the system displays: 

ENTER SIX CHARACTER NAME 

TEERED 

GPL 

The first prompt in the reducing tee program is for the tee parameters: 

*** REDUCING TEE, ONE TAP *** 

TEE PARAMETERS 

1. LARGE DIAM. = 18.0000 

2. SMALL DIAM. = 14.0000 

3. TAP DIAM. = 8.0000 

You may exit the tee program at this prompt by entering operation reject ([). 

The parameters for drawing the reducing tee are the large diameter, the small diameter and 
the tap diameter. The large diameter is the duct diameter of the tee. The small diameter 
is the diameter of the reduced end of the tee. The tap diameter is the duct diameter of the 
tap. The large diameter, small diameter, and tap diameter entered are retained by the 
system and reused in tee and in other fitting programs. 

In response to this prompt, enter the large diameter, small diameter, and tap diameter. 

Enter operation complete (]). If the displayed parameter values are correct, only operation 
complete (])is needed. 

The large diameter for the reducing tee program must be greater than 0 Inches. If the 
diameter entered is less than zero, the following message is displayed: 

LARGE DIAMETER MUST BE GREATER THAN 0". 

The small diameter for the reducing tee program must be greater than 0 Inches. If the 
diameter entered is less than zero, the following message is displayed: 

SMALL DIAMETER MUST BE GREATER THAN 0"^ 

The tap diameter for the reducing tee program must be greater than 0 inches. If the tap 
diameter entered is less than zero, the following message is displayed: 

TAP DIAMETER MUST BE GREATER THAN 0". 

If the small diameter is greater than or equal to the large diameter, the following message 
is displayed: 

SMALL DIAMETER IS EQUAL TO OR GREATER THAN 
LARGE DIAMETER 

The maximum reduction in a reducing fitting is 12 inches. If the small diameter is more 
than 12 Inches less than the large diameter, the following message is displayed: 

*** MAXIMUM REDUCTION IS 12 INCHES *** 

After any of these messages, you return to the TEE PARAMETERS prompt. 
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The next prompt is for the fitting location. The fitting location for reducing tees is by 
reference point. The intersection point of the main centerline and the tap centerline is 
located at the reference point you specify. For a description of the possible reference 
point prompts, see the Reference Point Definition section at the beginning of this 
appendix. The system prompts: 

*** FITTING LOCATION *** 

The next prompt is for the fitting centerline. The fitting centerline determines the 
orientation of the fitting. You may use the fitting centerline or any line on the drawing 
which has the proper orientation. The system prompts: 

*** FITTING CENTERLINE *** 

INDICATE CENTERLINE 
INDICATE LINE 

Use the graphics cursor to indicate the centerline and line. 

The next prompt is for the tap side of the duct. The response to this prompt is a screen 
selection of the tee fitting side which has the tap. The system prompts: 

INDICATE TAP SIDE 

The next prompt is for the reduced end of the fitting. The response to this prompt is a 
screen selection of the tee fitting side to have the reduced end. The system prompts: 

INDICATE REDUCED END 

If the system cannot determine the tap side from your selection, the following message is 
displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 
You return to the INDICATE TAP SIDE prompt. 

If the system cannot determine the reduced end from your selection, the following message is 
displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 
You return to the INDICATE REDUCED END prompt. 

The program draws the tee. You return to the TEE PARAMETERS prompt to draw more reducing 
tees. 
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CONICAL TEE (One Tap) 

When you enter the conical tee program, the system displays: 

ENTER SIX CHARACTER NAME 

TEECON 

GPL 

The first prompt In the conical tee program Is for the tee parameters: 

*** CONICAL TEE, ONE TAP *** 

TEE PARAMETERS 

1. MAIN DIAM. = 18.0000 

2. TAP DIAM. » 8.0000 

You may exit the tee program at this prompt by entering operation reject ([). 

The parameters for drawing the conical tee are the main diameter and the tap diameter. The 
main diameter Is the duct diameter of the tee. The tap diameter Is the duct diameter of the 
tap. The main duct diameter and tap diameter entered are retained by the system and reused 
In the tee and other fitting programs. 

In response to this prompt, enter the main diameter and tap diameter. Enter operation 
complete (]). If the displayed parameter values are correct, only operation complete (]) is 
necessary. 

The main diameter for the conical tee program must be greater than 0 Inches. If the 
diameter entered is less than zero, the following message is displayed: 

DIAMETER MUST BE GREATER THAN 0". 

You return to the TEE PARAMETERS prompt. 

The tap diameter for the conical tee program must be greater than 0 Inches. If the tap 
diameter entered is less than zero, the following message is displayed: 

TAP DIAMETER MUST BE GREATER THAN 0". 

You return to the TEE PARAMETERS prompt. 

The next prompt is for the fitting location. The fitting location for conical tees is by 
reference point. The Intersection point of the main centerline and the tap centerline is 
located at the reference point you specify. For a description of the possible reference 
point prompts, see the Reference Point Definition section at the beginning of this 
appendix. The system prompts: 

*** fitting location *** 

The next prompt is for the fitting centerline. The fitting centerline determines the 
orientation of the fitting. You may use the fitting centerline or any line on the drawing 
which has the proper orientation. The system prompts: 

*** fitting centerline *** 

INDICATE CENTERLINE 
INDICATE LINE 

Use the graphics cursor to indicate the centerline and line. 
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The next prompt is for the tap side of the duct. The response to this prompt is a screen 
selection of the tee fitting side which has the tap. The system prompts: 

INDICATE TAP SIDE 

If the system cannot determine the tap side from your selection, the following message is 
displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 
You return to the INDICATE TAP SIDE prompt. 

The program draws the tee. You return to the TEE PARAMETERS prompt to allow more conical 
tees to be drawn. 


REDUCING CONICAL TEE (One Tap) 

When you enter the reducing conical tee program, the system displays: 

ENTER SIX CHARACTER NAME 

TCONRD 

GPL 

The first prompt in the reducing conical tee program is for the tee parameters: 

*** REDUCING CONICAL TEE, ONE TAP *** 

TEE PARAMETERS 

1. LARGE DIAM. = 18.0000 

2. SMALL DIAM. = 14.0000 

3. TAP DIAM. = 8.0000 

You may exit the tee program at this prompt by entering operation reject ([). 

The parameters for drawing the reducing conical tee are the large diameter, the small 
diameter and the tap diameter. The large diameter is the duct diameter of the tee. The 
small diameter is the diameter of the reduced end of the tee. The tap diameter is the duct 
diameter of the tap. The large diameter, small diameter, and tap diameter entered are 
retained by the system and reused in the tee and other fitting programs. 

In response to this prompt, enter the large diameter, small diameter, and tap diameter. 

Enter operation complete (]). If the displayed parameter values are correct, only operation 
complete (]) is necessary. 

The large diameter for the reducing conical tee program must be greater than 0 inches. If 
the diameter entered is less than zero, the following message is displayed: 

LARGE DIAMETER MUST BE GREATER THAN 0". 

The small diameter for the reducing conical tee program must be greater than 0 inches. If 
the diameter entered is less than zero, the following message is displayed: 

SMALL DIAMETER MUST BE GREATER THAN 0". 

The tap diameter for the reducing conical tee program must be greater than 0 inches. If the 
tap diameter entered is less than zero, the following message is displayed: 

TAP DIAMETER MUST BE GREATER THAN 0". 
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If the small diameter is greater than or equal to the large diameter, the following message 
is displayed: 

SMALL DIAMETER IS EQUAL TO OR GREATER THAN 
LARGE DIAMETER 

The maximum reduction in a reducing fitting 12 inches. If the small diameter is more 
than 12 inches less than the large diameter, the following message is displayed: 

*** MAXIMUM REDUCTION IS 12 INCHES *** 

After any of these messages, you return to the TEE PARAMETERS prompt. 

The next prompt is for the fitting location. The fitting location for reducing conical tees 
is by reference point. The intersection point of the main centerline and the tap centerline 
is located at the reference point you specify. For a description of the possible reference 
point prompts, see the Reference Point Definition section at the beginning of this 
appendix. The system prompts: 

*** FITTING LOCATION *** 

The next prompt is for the fitting centerline. The fitting centerline determines the 
orientation of the fitting. Thus, you may use the fitting centerline or any line on the 
drawing which has the proper orientation. The system prompts: 

*** FITTING CENTERLINE *** 

INDICATE CENTERLINE 
INDICATE LINE 

Use the graphics cursor to indicate the centerline and line. 

The next prompt is for the tap side of the duct. The response to this prompt is a screen 
selection of the tee fitting side to have the tap. The system prompts: 

INDICATE TAP SIDE 

The next prompt is for the reduced end of the fitting. The response to this prompt is a 
screen selection of the tee fitting side to have the reduced end. The system prompts: 

INDICATE REDUCED END 

If the system cannot determine the tap side from your selection, the following message is 
displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 
You return to the INDICATE TAP SIDE prompt. 

If the system cannot determine the reduced end from your selection, the following message is 
displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 
You return to the INDICATE REDUCED END prompt. 

The program draws the tee. You return to the TEE PARAMETERS prompt to allow more reducing 
conical tees to be drawn. 
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BULLHEAD TEE 


When you enter the bullhead tee program, the system displays: 

ENTER SIX CHARACTER NAME 

TEEBUL 

GPL 

The first prompt in the bullhead tee program is for the tee parameters : 

*** BULLHEAD TEE *** 

TEE PARAMETERS 
1. DIAMETER = 8.0000 

You may exit the tee program at this prompt by entering operation reject ([). 

The only parameter for drawing a bullhead tee is the duct diameter of the tee. The duct 
diameter entered is retained by the system and reused in the tee and other fitting programs. 

In response to this prompt, enter the duct diameter and enter operation complete (]). If 
the displayed parameter value is correct, only operation complete (]) is necessay. 

The duct diameter for the bullhead tee program must be greater than 3 Inches . If the 
diameter entered is less than 3 inches, the following message is displayed: 

DIAMETER MUST BE GREATER THAN 3". 

You return to the TEE PARAMETERS prompt. 

The next prompts are for the fitting location. The fitting location for bullhead tees is at 
the intersection point of the centerlines of the main duct and of the tap. The next two 
prompts are for the two centerlines. 

*** FITTING LOCATION *** 

*** FITTING CENTERLINES *** 

INDICATE MAIN CENTERLINE 
INDICATE LINE 

Indicate the main duct centerline, using the graphics cursor. The system prompts: 

INDICATE TAP CENTERLINE 
INDICATE LINE 

Indicate the tap centerline, using the graphics cursor. The number of turning vanes and the 
vane spacing are displayed: 

*** NUMBER OF VANES 
= 4.0000 

*** VANE SPACING 
= 4.5255 

If the centerlines do not intersect, the system displays the following message: 

LINES DO NOT INTERSECT. . . 

You return to the FITTING LOCATION prompt. 
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The bullhead tee routine requires a tap angle of 90o. If the intersection angle 
determined by the program is other than 900 ^ the following message is displayed: 

TAP ANGLE MUST BE 90 DEGREES 

You return to the FITTING LOCATION prompt. 

The program draws the tee. You returti to the TEE PARAMETERS prompt to draw more bullhead 
tees. 


REDUCING BULLHEAD TEE 

When you enter the reducing bullhead tee program, the system displays: 

ENTER SIX CHARACTER NAME 

TBULRD 

GPL 

The first prompt in the reducing bullhead tee program is for the tee parameters: 

*** REDUCING BULLHEAD TEE *** 

TEE PARAMETERS 

1. LARGE DIA. = 18.0000 

2. SMALL DIA. = 14.0000 

3. TAP DIA. = 8.0000 

You may exit the tee program at this prompt by entering operation reject ([). 

The parameters for drawing the reducing bullhead tee are the large diameter, small diameter, 
and tap diameter. The large diameter is the duct diameter of the large end of the tee. The 
small diameter is the diameter of the small end of the tee. The tap diameter is the duct 
diameter of the tap. The large diameter, small diameter, and tap diameter entered are 
retained by the system and reused in the tee and other fitting programs. 

In response to this prompt, enter the large diameter, small diameter, and tap diameter. 

Enter operation complete ( ] ) . If the displayed parameter values are correct , only operation 
complete (]) is necessary. 

The large diameter for the reducing bullhead tee program must be greater than 0 Inches. If 
the diameter entered is less than zero, the following message is displayed: 

LARGE DIAMETER MUST BE GREATER THAN 0". 

The small diameter for the reducing bullhead tee program must be greater than 0 inches. If 
the diameter entered is less than zero, the following message is displayed: 

SMALL DIAMETER MUST BE GREATER THAN 0". 

The tap diameter for the reducing bullhead tee program must be greater than 0 inches. If 
the tap diameter entered is less than zero, the following message is displayed: 

TAP DIAMETER MUST BE GREATER THAN 0" . 

If the tap diameter is less than the large diameter, the following message is displayed: 

TAP DIAMETER MUST BE GREATER THAN LARGE DIAMETER 
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If the tap diameter is less than the small diameter, the following message is displayed: 

TAP DIAMETER MUST BE GREATER THAN SMALL DIAMETER 

The maximum reduction in a reducing fitting is 12 inches. If the tap diameter is more than 
12 inches larger than the small diameter, the following messages are displayed: 

*** SMALL OUTLET END *** 

*** MAXIMUM REDUCTION IS 12 INCHES *** 

If the tap diameter is more than 12 inches larger than the large diameter, the following 
messages are displayed: 

*** LARGE OUTLET END *** 

*** MAXIMUM REDUCTION IS 12 INCHES *** 

After any of these messages, you return to the TEE PARAMETERS prompt. 

The next prompts are for the fitting location. The fitting location for. bullhead tees is at 
the intersection point of the centerlines of the main duct and the tap, so the next two 
prompts are for the two centerlines. 

*** FITTING LOCATION *** 

*** fitting CENTERLINES *** 

INDICATE MAIN CENTERLINE 
INDICATE LINE 

Indicate the main duct centerline, using the graphics cursor. The system prompts: 

INDICATE TAP CENTERLINE 
INDICATE LINE 

Indicate the tap centerline, using the graphics cursor. The next prompt is for the large 
end of the fitting. The response to this prompt is a screen selection of the tee fitting 
side which has the larger duct diameter. The system prompts: 

INDICATE LARGE END 

You are prompted for the number of turning vanes and the vane spacing: 

*** NUMBER OF VANES 
= 4.0000 

*** VANE SPACING 
=4.5255 

If the system cannot determine the large end of the fitting from your selection, the 
following message is displayed: 

RESELECT DIRECTION ~ ZERO LENGTH SEGMENT 

You return to the INDICATE LARGE END prompt. 

If the centerlines do not intersect, the system displays the following message: 

LINES DO NOT INTERSECT. . . 

You return to the FITTING LOCATION prompt . 
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The reducing bullhead tee routine requires a tap angle of 90o. If the Intersection angle 
determined by the program Is other than 90o; the following message Is displayed: 

TAP ANGLE MUST BE 90 DEGREES 

You return to the FITTING LOCATION prompt. 

The program draws the tee. You return to the TEE PARAMETERS prompt to draw more bullhead 
tees . 


Y-BRANCHES 


Y-BRANCHES 

90 DEGREE 
Y-BRANCH 

REDUCING 

90 DEGREE 
Y-BRANCH 

— tCS— 




The Y-branch fitting programs are located on the middle left section of the HVAC2 overlay. 
To begin a Y-branch fitting program, touch the appropriate square with the tablet stylus. 


90® Y-BRANCH 

When you enter the 90® Y-branch program, the system displays: 

ENTER SIX CHARACTER NAME 

YBRNCH 

GPL 

The first prompt In the 90o Y-branch program Is for the Y-branch diameter: 

*** 90 DEGREE Y-BRANCH *** 

Y-BRANCH DIAMETER 
1. MAIN DIAM. = 18.0000 

You may exit the Y-branch program at this prompt by entering operation reject ([). 

The only parameter for drawing the 90o Y-branch is the main diameter. The main diameter 
is the main duct diameter. The main duct diameter entered is retained by the system and 
reused in Y-branch and in other fitting programs. 

In response to this prompt, enter the main diameter and operation complete (]). If the 
displayed diameter value is correct, only operation complete (]) is necessary. 
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The main diameter for the 90o Y-branch program must be greater than 0 inches. If the 
diameter entered is less than zero, the following message is displayed: 

DIAMETER MUST BE GREATER THAN 0". 

You return to the Y-BRANCH DIAMETER prompt. 

The next prompt is for the fitting location. The fitting location for Y-branch fittings is 
by reference point. The intersection point of the main centerline and the Y-branch 
centerlines is located at the reference point you specify and offset by an amount you 
select. For a description of the possible reference point prompts, see the Reference Point 
Definition section at the beginning of this appendix. 

The Y-branch fitting programs automatically calculate a fitting offset. The offset value 
allows ease of fitting placement on drawings where the centerlines for the Y-branches are 
not drawn. The offset calculated is the distance the Y-branch fitting would have to be 
offset from the intersection of the main duct centerline and a perpendicular centerline to 
allow the 45o elbow to be connected to the Y-branch and the perpendicular duct runs 
without adding an additional duct segment between the Y-branch and the elbow. Y-branch 
fittings need a 45o elbow to link up to all sections of duct oriented perpendicular to the 
main duct run. 

The calculated offset is displayed. It may be accepted by entering operation complete (]) 
or changed by entering another offset value. A zero offset places the fitting exactly at 
the reference point you specify. Entering a larger number than the calculated offset 
ensures that a duct segment will have to be added between the Y-branch and the connecting 
450 elbow. The system prompts: 

*** FITTING LOCATION *** 

The next prompt is for the fitting centerline. The fitting centerline determines the 
orientation of the fitting. You may use the fitting centerline or any line on the drawing 
which has the proper orientation. The fitting centerline is the centerline of the intake 
branch of the Y-branch fitting. The system prompts: 

*** fitting centerline *** 

INDICATE CENTERLINE 
INDICATE LINE 

Use the graphics cursor to indicate the centerline and line. 

The next prompt is for the branch direction. The branch direction is the direction in which 
Y-branches are pointing. The response to this prompt is a screen selection of the 
direction. The system prompts: 

INDICATE BRANCH DIRECTION 

If the system cannot determine the branch direction from your selection, the following 
message is displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 

You return to the INDICATE BRANCH DIRECTION prompt . 

The program draws the Y-branch. You return to the Y-BRANCH DIAMETER prompt to draw more 
90° Y-branches. 
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REDUCING 90 Y-BRANCH 



When you enter the reducing 90o Y-branch program, the system displays: 

ENTER SIX CHARACTER NAME 

YBRRED 

GPL 

The first prompt in the reducing 90o Y-branch program is for the Y-branch diameters: 

*** REDUCING 90 DEGREE Y-BRANCH *** 

Y-BRANCH PARAMETERS 

1. INTAKE DI. = 18.0000 

2. LARGE DIA. = 14.0000 

3. SMALL DIA. = 12.0000 

You may exit the Y-branch program at this prompt by entering operation reject ([). 

The parameters for drawing the reducing 90o Y-branch are the intake diameter, large 
diameter, and small diameter. The Intake diameter is the intake duct diameter. The large 
diameter is the diameter of the large Y-branch duct. The small diameter is the diameter of 
the small Y-branch duct. The Intake, large, and small duct diameters entered are retained 
by the system and reused in Y-branch and in other fitting programs. 

In response to this prompt, enter the intake diameter and the large and small diameters. 
Enter operation complete (]). If the displayed diameter values are correct, only operation 
complete (]) is necessary. 

The intake diameter for the reducing 90o Y-branch program must be greater than 0 inches. 

If the diameter entered is less than zero, the following message is displayed: 

MAIN DIAMETER MUST BE GREATER THAN 0". 

The large diameter for the reducing 90o Y-branch program must be greater than 0 inches. 

If the diameter entered is less than zero, the following message is displayed: 

LARGE DIAMETER MUST BE GREATER THAN 0". ' 

The small diameter for the reducing 90o Y-branch program must be greater than 0 inches. 

If the diameter entered is less than zero, the following message is displayed: 

SMALL DIAMETER MUST BE GREATER THAN 0”. 

The large diameter of the reducing 90o Y-branch must be greater than or equal to the small 
Y-branch diameter. If the small diameter is greater than the large diameter, the following 
message is displayed: 

*** SMALL DIAMETER IS GREATER THAN 
LARGE DIAMETER 

After any of these messages, you return to the Y-BRANCH PARAMETERS prompt. 

The next prompt is for the fitting location. The fitting location for Y-branch fittings is 
by reference point. The intersection point of the main centerline and the Y-branch 
centerline is located at the reference point you specify and offset by an amount you 
select. For a description of the possible reference point prompts, see the Reference Point 
Definition section at the beginning of this appendix. 
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The Y-branch fitting programs automatically calculate a fitting offset. The offset value 
allows ease of fitting placement on drawings where the centerlines for the Y-branches are 
not drawn. The offset calculated is the distance the Y-branch fitting would have to be 
offset from the Intersection of the main duct centerline and a perpendicular centerline in 
order to allow the 45o elbow to be connected to the Y-branch and the perpendicular duct 
runs without adding an addltonal duct segment between the Y-branch and the elbow. Y-branch 
fittings need a 45© elbow to link up ill sections of duct oriented perpendicular to the 
main duct run. 

The calculated offset is displayed. It may be accepted by using operation complete (]) or 
changed by entering another offset value. A zero offset will place the fitting exactly at 
the reference point you specify. Entering a larger number than the calculated offset 
ensures that a duct segment will have to be added between the Y-branch and the connecting 
45© elbow. The system prompts: 

*** FITTING LOCATION *** 

The next prompt is for the fitting centerline. The fitting centerline determines the 
orientation of the fitting- You may use the fitting centerline or any line on the drawing 
which has the proper orientation. The fitting centerline is the centerline of the Intake 
branch of the Y-branch fitting. The system prompts: 

*** FITTING CENTERLINE *** 

INDICATE CENTERLINE 
INDICATE LINE 

Use the graphics cursor to indicate the ceterline and line. 

The next prompt is for the large branch quadrant. The large branch quadrant includes the 
direction in which the large Y-branch is pointing and the direction the small Y-branches are 
pointing. The quadrant is defined by the fitting centerline as the Y-axis with the X-axis 
being perpendicular to this line through the reference point. The response to this prompt 
is a screen selection of this quadrant. The system prompts: 

INDICATE LARGE BRANCH QUADRANT 

If the system cannot determine the large branch direction from your selection, the following 
message is displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 

You return to the INDICATE LARGE BRANCH QUADRANT prompt. 

The program draws the reducing Y-branch. You return to the Y-BRANCH PARAMETERS prompt to 
draw more reducing 90© Y-branches. 
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The lateral fitting programs are located in the middle section of the HVAC2 overlay. To 
begin a lateral fitting program, touch the appropriate square with the tablet stylus. 


STRAIGHT LATERAL (One Tap) 

When you enter the straight lateral program, the system displays; 

ENTER SIX CHARACTER NAME 

LATERL 

GPL 

The first prompt in the straight lateral program is for the lateral parameters: 

*** STRAIGHT LATERAL, ONE TAP *** 

LATERAL PARAMETERS 

1. MAIN DIAM. = 18.0000 

2. TAP DIAM. » 8.0000 

You may exit the lateral program at this prompt by entering operation reject ([). 

The parameters for drawing the straight lateral are the main diameter and the tap diameter 
The main diameter is the main duct diameter. The tap diameter is the duct diameter of 4:he 
tap. The main duct diameter and the tap diameter entered are retained by the system and 
reused in lateral and in other fitting programs. 

In response to this prompt, enter the main diameter and tap diameter. Enter operation 
complete (]). If the displayed parameter values are correct, only operation complete (]) 
necessary. 

The main diameter for the straight lateral program must be greater than 0 inches. If the 
diameter entered is less than zero, the following message is displayed: 

DIAMETER MUST BE GREATER THAN 0". 

You return to the LATERAL PARAMETERS prompt. 


is 
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The tap diameter for the straight lateral program must be greater than 0 inches. If the tap 
diameter entered is less than zero, the following message is displayed: 

TAP DIAMETER MUST BE GREATER THAN 0". 

You return to the LATERAL PARAMETERS prompt. 

The next prompt Is for the- fitting location. The fitting location for all laterals Is by 
reference point. The intersection point of the main centerline and the tap centerline Is 
located at the reference point you specify and offset by an amount you select. For a 
description of the possible reference point prompts, see the Reference Point Definition 
section at the beginning of this appendix. 

The lateral fitting program automatically calculates a fitting offset. The offset value 
allows ease of fitting placement on drawings where the centerlines for the lateral taps are 
not drawn. The offset calculated Is the distance the lateral fitting would have to be 
offset from the Intersection of the main duct centerline and perpendicular centerline to 
allow the 45o elbow to connect with the lateral and the perpendicular duct runs without 
adding an additional duct segment between the lateral and the elbow. Lateral fittings need 
a 450 elbow to link up to all sections of duct oriented perpendicular to the main duct run. 

The calculated offset Is displayed. You may be accept It by using operation complete (]) or 
change it by entering another offset value. A zero offset will place the fitting exactly at 
the reference point you specify. Entering a larger number than the calculated offset 
ensures that a duct segment will have to be added between the lateral and the connecting 
450 elbow. The system prompts; 

*** FITTING LOCATION *** 

The next prompt Is for the fitting centerline. The fitting centerline determines the 
orientation of the fitting. You may use the fitting centerline or any line on the drawing 
which has the proper orientation. The system prompts: 

*** FITTING CENTERLINE *** 

INDICATE CENTERLINE 
INDICATE LINE 

Use the graphics cursor to Indicate the centerline and line. 

The next prompt is for the tap direction. The tap direction Indicates the side of the duct 
to have the tap and the direction the lateral tap Is to point. The response to this prompt 
Is a screen selection In the quadrant toward which the lateral tap should point. The origin 
to determine the quadrant Is the reference point you specify; the X-axls Is a line running 
through the reference point and parallel to the fitting centerline you select. The system 
prompts: 

INDICATE TAP DIRECTION (QUADRANT) 

If the system cannot determine the tap direction from your selection, the following message 
Is displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 
You return to the INDICATE TAP DIRECTION prompt. 

The program draws the lateral. You return to the LATERAL PARAMETERS prompt to draw more 
straight laterals. 
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REDUCING LATERAL (One Tap) 

When you begin the reducing lateral program, the system displays: 

ENTER SIX CHARACTER NAME 

LATRED 

GPL 

The first prompt in the reducing lateral program is for the lateral parameters : 

*** REDUCING LATERAL, ONE TAP *** 

LATERAL PARAMETERS 

1. LARGE DIAM. = 18.0000 

2. SMALL DIAM. = 14.0000 

3. TAP DIAM. = 8.0000 

You may exit the lateral program at this prompt by entering operation reject ([). 

The parameters for drawing the reducing lateral are the large diameter, the small diameter, 
and the tap diameter. The large diameter is the main duct diameter of the lateral. The 
small diameter is the diameter of the reduced end of the lateral. The tap diameter is the 
duct diameter of the tap. The large diameter, small diameter, and tap diameter entered are 
retained by the system and reused in lateral and in other fitting programs. 

In response to this prompt, enter the large diameter, small diameter, and tap diameter. 

Enter operation complete (]). If the displayed parameter values are correct, only operation 
complete (]) is necessary. 

The large diameter for the reducing lateral program must be greater than 0 inches. If the 
diameter entered is less than zero, the following message is displayed: 

LARGE DIAMETER MUST BE GREATER THAN 0". 

The small diameter for the reducing lateral program must be greater than 0 inches. If the 
diameter entered is less than zero, the following message is displayed: 

SMALL DIAMETER MUST BE GREATER THAN 0". 

The tap diameter for the reducing lateral program must be greater than 0 Inches. If the tap 
diameter entered is less than zero, the following message is displayed: 

TAP DIAMETER MUST BE GREATER THAN 0". 

If the small diameter is greater than or equal to the large diameter, the following message 
is displayed: 

SMALL DIAMETER IS EQUAL TO OR GREATER THAN 
LARGE DIAMETER 

The maximum reduction in a reducing fitting is 12 inches. If the small diameter is more 
than 12 inches smaller than the large diameter, the following message is displayed: 

*** MAXIMUM REDUCTION IS 12 INCHES *** 

After any of these messages, you return to the LATERAL PARAMETERS prompt. 
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The next prompt is for the fitting location. The fitting location for all laterals is by 
reference point. The intersection point of the main centerline and the tap centerline is 
located at the reference point you specify and offset by an amount you select. For a 
description of the possible reference point prompts, see the Reference Point Definition 
section at the beginning of this appendix. 

The lateral fitf g program automatically calculates a fitting offset. The offset value 
allows ease of fitting placement bn drawings where the centerlines for the lateral taps are 
not drawn. The offset calculated is the distance the lateral fitting would have to be 
offset from the intersection of the main duct centerline and perpendicular centerline to 
allow the 45o elbow to connect with the lateral and perpendicular duct runs without adding 
an additional duct segment between the lateral and the elbow. Lateral fittings need a 43o 
elbow to link up to a section of duct oriented perpendicular to the main duct run. 

The calculated offset is displayed. You may accept it by entering operation complete (]) or 
change it by entering another offset value. A zero offset will place the fitting exactly at 
the reference point you specify. Entering a larger number than the calculated offset 
ensures that a duct segment will have to be added between the lateral and the connecting 
450 elbow. The system prompts: 

*** fitting location *** 

The next prompt is for the fitting centerline. The fitting centerline determines the 
orientation of the fitting. You may use the fitting centerline or any line on the drawing 
which has the proper orientation. The system prompts: 

*** FITTING CENTERLINE *** 

INDICATE CENTERLINE 
INDICATE LINE 

Use the graphics cursor to indicate the centerline and line. 

The next prompt is for the tap direction. The tap direction indicates the side of the duct 

to have the tap, the direction the lateral tap should point and the reduced end of the 

lateral fitting. The response to this prompt is a screen selection in the quadrant toward 
which the lateral tap should point. The origin to determine the quadrant is the reference 
point you specify; the X-axis is a line running through the reference point and parallel to 

the fitting centerline you select. The system prompts: 

INDICATE TAP DIRECTION (QUADRANT) 

If the system cannot determine the tap direction from your selection, the following message 
is displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 
You return to the INDICATE TAP DIRECTION prompt. 

The program draws the lateral. You return to the LATERAL PARAMETERS prompt to draw more 
reducing laterals. 
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CONICAL LATERAL (One Tap) 

When you begin the conical lateral program, the system displays; 

ENTER SIX CHARACTER NAME 

LATCON 

GPL 

The first prompt in the conical lateral program is for the lateral parameters: 

*** CONICAL LATERAL, ONE TAP *** 

LATERAL PARAMETERS 

1. MAIN DIAM. = 18.0000 

2. TAP DIAM. = 8.0000 

You may exit the lateral program at this prompt by entering operation reject ([). 

The parameters for drawing the conical lateral are the main diameter and the tap diameter. 
The main diameter is the main duct diameter of the lateral. The tap diameter is the duct 
diameter of the tap. The main duct diameter and tap diameter entered are retained by the 
system and reused in lateral and in other fitting programs. 

In response to this prompt, enter the main diameter and tap diameter. Enter operation 
complete (]). If the displayed parameter values are correct, only operation complete (]) is 
necessary. 

The main diameter for the conical lateral program must be greater than 0 inches. If the 
diameter entered is less than zero, the following message is displayed: 

DIAMETER MUST BE GREATER THAN 0”. 

You return to the LATERAL PARAMETERS prompt. 

The tap diameter for the conical lateral program must be greater than 0 inches . If the tap 
diameter entered is less than zero, the following message is displayed: 

TAP DIAMETER MUST BE GREATER THAN 0". 

You return to the LATERAL PARAMETERS prompt. 

The next prompt is for the fitting location. The fitting location for all laterals is by 
reference point. The intersection point of the main centerline and the tap centerline is 
located at the reference point you specify, offset by an amount you select. For a 
description of the possible reference point prompts, see the Reference Point Definition 
section at the beginning of this appendix. 

The lateral fitting program automatically calculates a fitting offset. The offset value 
allows ease of fitting placement on drawings where the centerlines for the lateral taps are 
not drawn. The offset calculated is the distance the lateral fitting would have to be 
offset from the intersection of the main duct centerline and perpendicular centerline to 
allow the 45o elbow to connect with the lateral and perpendicular duct runs without adding 
an additional duct segment between the lateral and the elbow. Lateral fittings need a 43o 
elbow to link up to a section of duct oriented perpendicular to the main duct tun. 
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The calculated offset is displayed. You may accept it by entering operation complete (]) or 
change it by entering another offset value. A zero offset will place the fitting exactly at 
the reference point you specify. Entering a larger number than the calculated offset 
ensures that a duct segment will have to be added between the lateral and the connecting 
450 elbow. The system prompts: 

*** FITTING LOCATION *** 

The next prompt is for the fitting centerline. The fitting centerline determines the 
orientation of the fitting. You may use the fitting centerline or any line on the drawing 
which has the proper orientation. The system prompts: 

*** FITTING CENTERLINE *** 

INDICATE CENTERLINE 
INDICATE LINE 

Use the graphics cursor to indicate the centerline or line. 

The next prompt is for the tap direction. The tap direction indicates the side of the duct 
to have the tap and the direction the lateral tap should point. The response to this prompt 
is a screen selection in the quadrant where the lateral tap should point. The origin to 
determine the quadrant is the reference point you specify; the X-axis is a line running 
through the reference point and parallel to the fitting centerline you select. The system 
prompts : 

INDICATE TAP DIRECTION (QUADRANT) 

If the system cannot determine the tap direction from your selection^ the following message 
is displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 
You return to the INDICATE TAP DIRECTION prompt. 

The program draws the lateral. You return to the LATERAL PARAMETERS prompt to allow more 
conical laterals to be drawn. 


REDUCING CONICAL LATERAL (One Tap) 


When you begin the reducing conical lateral program, the system displays: 

ENTER SIX CHARACTER NAME 

LCONRD 

GPL 

The first prompt is for the lateral parameters: 

*** REDUCING CONICAL LATERAL, ONE TAP *** 

LATERAL PARAMETERS 

1. LARGE DIAM. = 18.0000 

2. SMALL DIAM. =» 14.0000 

3. TAP DIAM. = 8.0000 

You may exit the lateral program at this prompt by entering operation reject ([). 
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The parameters for drawing the reducing conical lateral are the large diameter, the small 
diameter, and the tap diameter. The large diameter is the main duct diameter of the 
lateral. The small diameter is the diameter of the reduced end of the lateral. The tap 
diameter is the duct diameter of the tap. The large diameter, small diameter, and tap 
diameter entered are retained by the system and reused in lateral and in other fitting 
programs. 

In response to this prompt, enter the large diameter, small diameter, and tap diameter. 

Enter operation complete (]). If the displayed parameter values are correct., only operation 
complete (]) is necessary. 

The large diameter for the reducing conical lateral program must be greater than 0 inches. 

If the diameter entered is less than zero, the following message is displayed: 

LARGE DIAMETER MUST BE GREATER THAN 0". 

The small diameter for the reducing conical lateral program must be greater than 0 Inches. 

If the diameter entered is less than zero, the following message is displayed: 

SMALL DIAMETER MUST BE GREATER THAN 0". 

The tap diameter for the reducing conical lateral program must be greater than 0 inches. If 
the tap diameter entered is less than zero, the following message is displayed: 

TAP DIAMETER MUST BE GREATER THEN 0". 

If the small diameter is greater than or equal to the large diameter, the following message 
is displayed: 

SMALL DIAMETER IS EQUAL TO OR GREATER THAN LARGE DIAMETER 

The maximum reduction in a reducing fitting is 12 Inches. If the small diameter is more 
than 12 Inches smaller than the large diameter, the following message is displayed: 

*** MAXIMUM REDUCTION IS 12 INCHES *** 

After any of these messages, you return to the LATERAL PARAMETERS prompt. 

The next prompt is for fitting location. The fitting location for all laterals is by 
reference point. The intersection point of the main centerline and the tap centerline is 
located at the reference point you specify and offset by an amount you select. For a 
description of the possible reference point prompts, see the Reference Point Definition 
section at the beginning of this appendix. 

The lateral fitting program automatically calculates a fitting offset. The offset value 
allows ease of fitting placement on drawings where the centerlines for the lateral taps are 
not drawn. The offset calculated is the distance the lateral fitting would have to be 
offset from the intersection of the main duct centerline and perpendicular centerline to 
allow the 45° elbow to connect with the lateral and perpendicular duct runs without adding 
an additional duct segment between the lateral and the elbow. Lateral fittings need a 43^ 
elbow to link up to a section of duct oriented perpendicular to the main duct run. 

The calculated offset is displayed. You may accept it by entering operation complete (]) or 
change it by entering another offset value. A zero offset will place the fitting exactly at 
the reference point you specify. Entering a larger number than the calculated offset 
ensures that a duct segment will have to be added between the lateral and the connecting 
450 elbow. The system prompts: 

*** FITTING LOCATION *** 
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The next prompt is for the fitting centerline. The fitting centerline determines the 
orientation of the fitting. You may use the fitting centerline or any line on the drawing 
which has the proper orientation. The system prompts: 

*** FITTING CENTERLINE *** 

INDICATE CENTERLINE 
INT^^’CATE LINE 

Use the graphics cursor to indicate the centerline and line. 

The next prompt is for the tap direction. The tap direction indicates the side of the duct 
to have the tap, the direction the lateral tap should point, and the reduced end of the 
lateral fitting. The response to this prompt is a screen selection in the quadrant where 
the lateral tap should point. The origin to determine the quadrant is the reference point 
you specify; the X-axis is a line running through the reference point and parallel to the 
fitting centerline you select. The system prompts: 

INDICATE TAP DIRECTION (QUADRANT) 

If the system cannot determine the tap direction from your selection, the following message 
is displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 
You return to the INDICATE TAP DIRECTION prompt. 

The program draws the lateral. You return to the LATERAL PARAMETERS prompt to draw more 
reducing conical laterals. 
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The reducer fitting programs are located in the middle section of the HVAC2 overlay. To 
begin a reducer fitting program, touch the appropriate square with the tablet stylus. 
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CONCENTRIC REDUCER 


When you begin the concentric reducer program, the system displays: 

ENTER SIX CHARACTER NAME 

REDCON 

GPL 

The first prompt in the concentric reducer program is for the reducer parameters; 

*** CONCENTRIC REDUCER *** 

REDUCER PARAMETERS 

1. LARGE DIAM. = 18.0000 

2. SMALL DIAM. = 14.0000 

You may exit the reducer program at this prompt by entering operation reject ([). 

The parameters for drawing the concentric reducer are the large diameter and the small 
diameter. The large diameter is the duct diameter of the large end. The small diameter is 
the duct diameter of the small end. The large duct diameter and small diameter entered are 
retained by the system and reused in reducer and in other fitting programs. 

In response to this prompt, enter the large diameter and the small diameter. Enter 
operation complete (]). If the displayed parameter values are correct, only operation 
complete (]) is necessary. 

The large diameter for the concentric reducer program must be greater than 0 inches. If the 
diameter entered is less than zero, the following message is displayed: 

LARGE DIAMETER MUST BE GREATER THAN 0". 

The small diameter for the concentric reducer program must be greater than 0 inches. If the 
small diameter entered is less than zero, the following message is displayed: 

SMALL DIAMETER MUST BE GREATER THAN 0". 

The large diameter of the reducer must be greater than the small diameter. If the small 
diameter is greater than or equal to the large diameter, the following message is displayed: 

*** SMALL DIAMETER IS EQUAL TO OR GREATER 
THAN THE LARGE DIAMETER 

The maximum reduction in a reducing fitting is 12 inches. If the small diameter is more 
than 12 inches smaller than the large diameter, the following message is displayed: 

*** MAXIMUM REDUCTION IS 12 INCHES *** 
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After any of these messages, you return to the REDUCER PARAMETERS prompt. 

The next prompt is for the fitting location. The fitting location for all reducers is by 
reference point. The outside center of the large end of the fitting is located at the 
reference point you specify. For a description of the possible reference point prompts, see 
the Reference Point Definition section at the beginning of this appendix. The system 
prompts : 

*** FITTING LOCATION *** 

The next prompt is for the fitting centerline. The fitting centerline determines the 
orientation of the fitting. You may use the fitting centerline or any line on the drawing 
which has the proper orientation. The system prompts: 

*** FITTING CENTERLINE *** 

INDICATE CENTERLINE 
INDICATE LINE 

Use the graphics cursor to indicate the centerline and line. 

The next prompt is for the reducer end. The reducer end is the small end of the fitting. 

The response to this prompt is a screen selection in the direction that the reduced end 
should point. The system prompts: 

INDICATE REDUCED END 

If the system cannot determine the reduced end from your selection, the following message is 
displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 
You return to the. INDICATE REDUCED END prompt. 

The program draws the reducer. You return to the REDUCER PARAMETERS prompt to allow more 
concentric reducers to be drawn. 


ECCENTRIC REDUCER 

When you begin eccentric reducer program, the system displays: 

ENTER SIX CHARACTER NAME 

REDECC 

GPL 

The first prompt is for the eccentric reducer parameter: 

*** ECCENTRIC REDUCER FITTING *** 

ECCENTRIC REDUCER PARAMETER 
LARGE DIA. = 18.0000 

You may exit the reducer program at this prompt by entering operation reject ([). 

The first parameter for drawing the eccentric reducer is the large diameter. The large 
diameter is the duct diameter of the large end. The large duct diameter entered is retained 
by the system and reused in reducer and in other fitting programs. 
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There are two modes of parameter entry in the eccentric reducer program. The first method 
is by large diameter and the fitting centerlines. This method assumes that both the large 
end and the small end centerlines exist on the drawing. The second method is by entering 
the large and small diameters and the offset side of the fitting. This method does not 
require the existence of both fitting centerlines. 

In response to this prompt, enter the large dia-a.^ter and operation complete (]). If the 
displayed parameter values are correct, only operation complete (]) is necessary. 

The large diameter for the eccentric reducer program must be greater than 0 inches. If the 
diameter entered is less than zero, the following message is displayed: 

LARGE DIAMETER MUST BE GREATER THAN 0". 

You return to the ECCENTRIC REDUCER PARAMETER prompt. 

The next prompt is for the fitting location. The fitting location for all reducers is by 
reference point. The outside center of the large end of the fitting is located at the 
reference point you specify. For a description of the possible reference point prompts, see 
the Reference Point Definition section at the beginning of this appendix. The system 
prompts : 

*** FITTING LOCATION *** 

The next prompt is for the fitting large centerline. The fitting large centerline 
determines the orientation of the fitting. You may use the fitting centerline or any line 
on the drawing which has the. proper orientation. If the fitting centerline mode for 

parameter entry is being used, both centerlines must be in the proper orientation and they 

must be the correct distance apart. The system prompts: 

*** FITTING LARGE CENTERLINE *** 

INDICATE LARGE' CENTERLINE 
INDICATE LINE 

Use the graphics cursor to indicate the centerline and line. 

The next prompt is for the centerline of the small end of the fitting. 

If the fitting centerline mode of parameter entry is being used, the response to this prompt 

is a selection of the centerline of the small end of the fitting. 

If the fitting centerline mode is not being used, you must enter operation complete (]) or 
operation reject ([) in response to this prompt to switch modes. The system prompts: 

*** FITTING SMALL CENTERLINE *** 

INDICATE SMALL CENTERLINE 
INDICATE LINE 

Use the graphics cursor to indicate the centerline and line. 

If the fitting centerline method of parameter entry is used, the next prompt is for the 
fitting direction. The fitting direction is the direction that the reduced end should 
point. The system prompts: 

INDICATE FITTING DIRECTION 
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If the system cannot determine the fitting direction from your selection, the following 
message is displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 

You return to the INDICATE FITTING DIRECTION prompt. 

The program calculates the small end diameter of the reducer based on the Information 
entered. 

The small diameter for the eccentric reducer program must be greater than 0 inches. If the 
small diameter calculated is less than zero, the following message is displayed: 

*** OFFSET EXCEEDS ALLOWABLE 

LARGE DIA., SMALL DIA. AND REDUCTION ARE: 

1. = 16.0000 

2. = -12.7298 

3. = 28.7298 

You return to the ECCENTRIC REDUCER PARAMETER prompt. 

The maximum reduction in a reducing fitting is 12 inches. If the small diameter calculated 
is more than 12 inches smaller than the large diameter, the following message is displayed; 

*** MAXIMUM REDUCTION IS 12 INCHES *** 

LARGE DIA., SMALL DIA. AND REDUCTION ARE: 

1. = 16.0000 
2. = 2.0000 
3. = 14.0000 

The minimum reduction in a reducing fitting is 4 Inches. If the small diameter calculated 
is less than 4 Inches smaller than the large diameter, the following message is displayed: 

*** MINIMUM REDUCTION IS 4 INCHES *** 

You return to the ECCENTRIC REDUCER PARAMETER prompt. 

The program draws the reducer. You return to the ECCENTRIC REDUCER PARAMETER prompt to 
allow more eccentric reducers to be drawn. 

If large and small diameter entry mode is used, [you must have entered operation complete 
(]) or operation reject ([) in response to the FITTING SMALL CENTERLINE prompt to switch 
modes], the next prompt encountered after switching modes is the prompt for the small 
diameter. The system prompts: 

SMALL DIAMETER 
SMALL DIA. = 10.0000 

In response to this prompt, enter the small diameter and operation complete (]). If the 
displayed parameter value is correct, only operation complete (]) is necessary. Operation 
re j ect ( [ ) at this point returns you to the FITTING LARGE CENTERLINE prompt . 

The small diameter for the eccentric reducer program must be greater than 0 inches. If the 
small diameter entered is less than zero, the following message is displayed: 

SMALL DIAMETER MUST BE GREATER THAN 0". 

You return to the ECCENTRIC REDUCER PARAMETER prompt. 
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The maximum reduction in a reducing fitting is 12 inches. If the small diameter entered is 
more than 12 inches smaller than the large diameter, the following message is displayed: 

*** MAXIMUM REDUCTION IS 12 INCHES *** 

LARGE DIA., SMALL DIA. AND REDUCTION ARE: 

1. = 16.0000 
2. = 2.0000 
3. » 14.0000 

The minimum reduction in a reducing fitting is 4 inches. If the small diameter entered is 
less than 4 inches smaller than the large diameter, the following message is displayed: 

*** MINIMUM REDUCTION IS 4 INCHES *** 

You return to the ECCENTRIC REDUCER PARAMETER prompt . 

The next prompt is for the eccentric direction. This is the offset direction of the 
eccentric reducer. In response to this prompt, make a screen selection on the side of the 
centerline that is to be offset. The system prompts; 

INDICATE ECCENTRIC DIRECTION 

If the system cannot determine the fitting direction from your selection, the following 
message is displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 

You return to the INDICATE ECCENTRIC DIRECTION prompt. 

The program draws the reducer. You return to the ECCENTRIC REDUCER PARAMETER prompt to draw 
more eccentric reducers. 
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The cross fitting programs are located in the middle right section of the HVAC2 tablet 
overlay. To begin a cross fitting program, touch the appropriate square with the tablet 
stylus . 
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STRAIGHT CROSS (90**) 

When you begin the straight cross program, the system displays: 

ENTER SIX CHARACTER NAME 

CROSS 

GPL 

The first prompt is for the cross parameters; 

*** STRAIGHT CROSS, 90 DEGREE *** 

CROSS PARAMETERS 

1. MAIN DIAM. =» 18.0000 

2. TAP 1 DIA. = 8.0000 

3. TAP 2 DIA. = 6.0000 

You may exit the cross program at this prompt by entering operation reject ([). 

The parameters for drawing the straight cross are the main diameter and the two tap 
diameters. The main diameter is the main duct diameter of the cross. The tap diameters are 
the duct diameters of the taps. The main duct diameter and tap diameters entered are 
retained by the system and reused in cross and in other fitting programs. 

In response to this prompt, enter the main diameter and the two tap diameters. Enter 
operation complete (]). If the displayed parameter values are correct, only operation 
complete (]) is necessary. 

The main diameter for the straight cross program must be greater than 0 inches. If the 
diameter entered is less than zero, the following message is displayed: 

MAIN DIAMETER MUST BE GREATER THAN 0". 

You return to the CROSS PARAMETERS prompt. 

The tap diameters for the straight cross program must be greater than 0 inches. If one of 
the tap diameters entered is less than zero, the following message is displayed: 

BOTH TAP DIAMETERS MUST BE GREATER THAN 0”. 

You return, to the CROSS PARAMETERS prompt . 

The next prompt is for the fitting location. The fitting location for all crosses is by 
reference point. The intersection point of the main centerline and the tap centerlines is 
located at the reference point you specify. For a description of the possible reference 
point prompts, see the Reference Point Definition section at the beginning of this 
appendix. The system prompts: 

*** FITTING LOCATION *** 

The next prompt is for the fitting centerline. The fitting centerline determines the 
orientation of the fitting. You may use the fitting centerline or any line on the drawing 
which has the proper orientation. The system prompts: 

*** FITTING CENTERLINE *** 

INDICATE CENTERLINE 
INDICATE LINE 

Use the graphics cursor to indicate the centerline and line. 
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If the taps are of different sizes, the next prompt is for the large tap side. If they are 
the same size, this prompt is skipped. The large tap side is the side of the cross with the 
large tap. The response to this prompt is a screen selection of the cross fitting side to 
have the large tap. The system prompts: 

INDICATE LARGE TAP SIDE 

If the system cannot determine the large tap side from your selection, the following message 
is displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 
You return to the INDICATE LARGE TAP SIDE prompt. 

The program draws the cross. You return to the CROSS PARAMETERS prompt to draw more 
straight crosses. 


REDUCING CROSS (90 ^ ) 

When you begin the reducing cross program the system displays: 

ENTER SIX CHARACTER NAME 

CRSRED 

GPL 

The first prompt in the reducing cross program is for the cross parameters: 

*** REDUCING CROSS, 90 DEGREE *** 

CROSS PARAMETERS 

1. LARGE DIAM. - 18.0000 

2. SMALL DIAM. « 14.0000 

3. TAP 1 DIA. » 8.0000 

4. TAP 2 DIA. = 6.0000 

You may exit the cross program at this prompt by entering operation reject ([). 

The parameters for drawing the reducing cross are the main diameter, small diameter, and two 
tap diameters. The large diameter is the main duct diameter of the cross. The small 
diameter is the diameter of the reduced end of the cross. The tap diameters are the duct 
diameters of the taps. The large diameter, small diameter, and tap diameters entered are 
retained by the system and reused in cross and in other fitting programs. 

In response to this prompt, enter the large diameter, the small diameter, and the two tap 
diameters. Enter operation complete (]). If the displayed parameter values are correct, 
only operation complete (]) is necessary. 

The large diameter for the reducing cross program must be greater than 0 inches. If the 
diameter entered is less then zero, the following message is displayed: 

LARGE DIAMETER MUST BE GREATER THAN 0". 

The small diameter for the reducing cross program must be greater than 0 inches. If the 
diameter entered is less than zero, the following message is displayed: 

SMALL DIAMETER MUST BE GREATER THAN 0". 
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The tap diameters for the reducing cross program must be greater than 0 inches. If the 
first tap diameter entered is less than zero, the following message is displayed: 

TAP 1 DIAMETER MUST BE GREATER THAN 0”. 

If the second tap diameter entered is less than zero, the following message is displayed: 

TAP 2 DIAMETER MUST BE GREATER THAN 0". 

If the small diameter is greater than or equal to the large diameter, the following message 
is displayed: 

SMALL DIAMETER IS EQUAL TO OR GREATER THAN 
LARGE DIAMETER 

The maximum reduction in a reducing fitting is 12 inches. If the small diameter is more 
than 12 inches smaller than the large diameter, the following message is displayed: 

*** MAXIMUM REDUCTION IS 12 INCHES *** 

After any of these messages, you return to the CROSS PARAMETERS prompt. 

The next prompt is for the fitting location. The fitting location for all crosses is by 
reference point. The intersection point of the main centerline and the tap centerlines is 
located at the reference point you specify. For a description of the possible reference 
point prompts, see the Reference Point Definition section at the beginning of this 
appendix. The system prompts: 

*** FITTING LOCATION *** 

The next prompt is for the fitting centerline. The fitting centerline determines the 
orientation of the fitting. You may use the fitting centerline or any line on the drawing 
which has the proper orientation. The system prompts: 

*** fitting CENTERLINE *** 

INDICATE CENTERLINE 
INDICATE LINE 

Use the graphics cursor to indicate the centerline or line. 

If the taps are of different sizes, the next prompt is for the large tap side of the cross. 
If they are the same size, this prompt is skipped. The response to this prompt is a screen 
selection of the cross fitting side to have the large tap. The system prompts: 

INDICATE LARGE TAP SIDE 

If the system cannot determine the large tap side from your selection, the following message 
is displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 
You return to the INDICATE LARGE TAP SIDE prompt. 
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The next prompt is for the reduced end of the fitting. The response to this prompt is a 
screen selection of the side of the cross fitting to have the reduced end. The system 
prompts : 

INDICATE REDUCED END 

If the system cannot determine the reduced end from your selection, the following message is 
displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 
You return to the INDICATE REDUCED END prompt. 

The program draws the cross. You return to the CROSS PARAMETERS prompt to draw more 
reducing crosses. 


CONICAL CROSS (90") 

When you begin the conical cross program, the system displays: 

ENTER SIX CHARACTER NAME 

CRSCON 

GPL 

The first prompt in the conical cross program is for the cross parameters: 

*** CONICAL CROSS, 90 DEGREE *** 

CROSS PARAMETERS 

1. MAIN DIAM. » 18.0000 

2. TAP 1 DIA. » 8.0000 

3. TAP 2 DIA. » 6.0000 

You may exit the cross program at this prompt by entering operation reject ([). 

The parameters for drawing the conical cross are the main diameter and the two tap 
diameters. The main diameter is the main duct diameter of the cross. The tap diameters are 
the duct diameters of the taps. The main duct diameter and the tap diameters entered are 
retained by the system and reused in cross and in other fitting programs. 

In response to this prompt, enter the main diameter and the two tap diameters. Enter 

operation complete (]). If the displayed parameter values are correct, only operation 
complete (]) is necessary. 

The main diameter for the conical cross program must be greater than 0 inches. If the 
diameter entered is less than zero, the following message is displayed: 

MAIN DIAMETER MUST BE GREATER THAN 0”. 

You return to the CROSS PARAMETERS prompt. 

The tap diameters for the conical cross program must be greater than 0 inches. If one of 

the tap diameters entered ib less than zero, the following message is displayed: 

BOTH TAP DIAMETERS MUST BE GREATER THAN 0". 
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You return to the CROSS PARAMETERS prompt. 

The next prompt is for the fitting location. The fitting location for all crosses is by. 
reference point. The intersection point of the main centerline and the tap centerlines is 
located at the reference point you specify. For a description of the possible reference 
point prompts,' see the Reference Point Definition section at the beginning of this 
appendix. The system prompts; 

*** FITTING LOCATION *** 

The next prompt is for the fitting centerline. The fitting centerline determines the 
orientation of the fitting. You may use the fitting centerline or any line on the drawing 
which has the proper orientation. The system prompts; 

*** FITTING CENTERLINE *** 

INDICATE CENTERLINE 
INDICATE LINE 

Use the graphics cursor to indicate the centerline or line. 

If the taps are of different sizes, the next prompt is for the large tap side of the cross. 
If they are the same size, this prompt is skipped. The response to this prompt is a screen 
selection of the cross fitting side to have the large tap. The system prompts; 

INDICATE LARGE TAP SIDE 

If the system cannot determine the large tap side from your selection, the following message 
is displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 
You return to the INDICATE LARGE TAP SIDE prompt. 

The program draws the cross. You return to the CROSS PARAMETERS prompt to draw more conical 
crosses . 


LATERAL CROSS 


When you begin the lateral cross program, the system displays: 

ENTER SIX CHARACTER NAME 

CRSLAT 

GPL 

The first prompt is for the lateral cross parameters: 

*** LATERAL CROSS *** 

LATERAL CROSS PARAMETERS 

1. MAIN DIA. » 18.0000 

2. TAP 1 DIA. = 8.0000 

3. TAP 2 DIA. = 6.0000 

You may exit the lateral cross program at this prompt by entering operation reject ([). 
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The parameters for drawing the lateral cross are the main diameter and the two tap 
diameters. The main diameter is the main duct diameter of the cross. The tap diameters are 
the duct diameters of the taps. The main duct diameter and the tap diameters entered are 
retained by the system and reused in the lateral cross and other fitting programs. 

In response to this prompt, enter the main diameter and the two tap diameters. Enter 
ope. -.ion complete (]). If the displayed parameter values are correct, only operation 
complete (]) is necessary. 

The main diameter for the lateral cross program must be greater than 0 Inches. If the 
diameter entered is less than zero, the following message is displayed: 

MAIN DIAMETER MUST BE GREATER THAN 0". 

You return to the LATERAL CROSS PARAMETERS prompt. 

The tap diameter for the lateral cross program must be greater than 0 inches. If one of the 
tap diameters entered is less than zero, the following message is displayed: 

BOTH TAP DIAMETERS MUST BE GREATER THAN 0". 

You return to the LATERAL CROSS PARAMETERS prompt. 

The next prompt is for the fitting location. The fitting location for the lateral cross is 
by reference point. The intersection point of the main centerline and the tap centerline is 
located at the reference point you specify and offset by an amount you select. For a 
description of the possible reference point prompts, see the Reference Point Definition 
section at the beginning of this appendix. 

The lateral cross fitting program automatically calculates a fitting offset. The offset 
value allows ease of fitting placement on drawings where the centerlines for the lateral 
cross taps are not drawn. The offset calculated is the distance the lateral cross fitting 
would have to be offset from the intersection of the main duct centerline and perpendicular 
centerline to allow the 45° elbow to connect with the lateral cross and perpendicular duct 
run without adding an additional duct segment between the lateral cross and the elbow. 

The calculated offset is displayed. You may accept it by entering operation complete (]) or 
change it by entering another offset values. A zero offset will place the fitting exactly 
at the reference point you specify. Entering a larger number than the calculated offset 
ensures that a duct segment will be added between the lateral cross and the connecting 43^ 
elbow. The system prompts: 

*** FITTING LOCATION *** 

The next prompt is for the fitting centerline. The fitting centerline determines the 
orientation of the fitting. You may use the fitting centerline or any line on the drawing 
which has the proper orientation. The system prompts: 

*** fitting CENTERLINE *** 

INDICATE CENTERLINE 
INDICATE LINE 

Use the graphics cursor to indicate the centerline and line. 
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The next prompt is for the large tap direction. The large tap direction indicates the side 
of the duct to have the large tap and the direction the lateral cross taps should point. 

The response to this prompt is a screen selection in the quadrant where the lateral cross 
large tap should point. The origin to determine the quadrant is the reference point you 
specify; the X-axis is a line running through the reference point and parallel to the 
fitting centerline you select. If both taps are the same diameter, the screen selection is 
in the direction the lateral cross taps should point. The system prompts: 

INDICATE LARGE TAP DIRECTION (QUADRANT) 

If the system cannot determine the large tap direction from your selection, the following 
message is displayed; 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 

You return to the INDICATE LARGE TAP DIRECTION prompt. 

The program draws the lateral cross. You return to the LATERAL CROSS PARAMETERS prompt to 
draw more lateral crosses. 
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The diffuser fitting programs are located on the right middle portion of the HVAC2 overlay. 
To begin any diffuser fitting, touch the appropriate square with the tablet stylus. 


SQUARE DIFFUSER 

When you begin the square diffuser with downturned elbow program, the system displays: 

ENTER SIX CHARACTER NAME 

DIFSQU 

GPL 

The first prompt in the square diffuser program is for the diffuser parameters: 

*** DOWN-TURNED ELBOW WITH SQUARE DIFFUSER *** 

ELBOW DIFFUSER PARAMETERS 

1. ELBOW DIA. » 8.0000 

2. DIF SIZE » 24.0000 

3. RADIUS FTR * 1.5000 

You may exit the diffuser prograta at this prompt by entering operation reject ([). 

The parameters for drawing a square diffuser are the elbow diameter, the diffuser size and 
the elbow radius factor. The elbow diameter is the duct diameter of the elbow. The 
diffuser size is the size of the diffuser. The radius factor is the multiple of the elbow 
diameter which defines the radius of the centerline of the elbow. A radius factor of 1.3 
means that the radius of the diffuser centerline is 1.5 times the diameter of the diffuser. 
The default value for the radius factor is 1.5. The radius factor is needed to determine 
the length of the protruding portion of the elbow. The elbow duct diameter and diffuser 
size entered will be retained by the system and reused in diffuser and in other fitting 
programs . 

In response to this prompt, enter the duct diameter and, if necessary, the diffuser size and 
radius factor. Enter operation complete (]). If the displayed parameter values are 
correct, only operation complete (]) is necessary. 

The elbow diameter for the square diffuser program must be greater than 0 inches. If the 
diameter entered is less than zero, the following message is displayed: 

ELBOW DIAMETER MUST BE GREATER THAN 0". 
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The diffuser size for the square diffuser program must be greater than 0 inches. If the 
size entered is less than zero, the following message is displayed: 

DIFFUSER SIZE MUST BE GREATER THAN 0". 

If the radius factor entered is less than 1, the following message is displayed: 

RADIUS FACTOR MUST BE >= 1 . 

After any of these messages, you return to the ELBOW DIFFUSER PARAMETERS prompt. 

The next prompt is for the fitting location. The fitting location for the square diffuser 
is by reference point. The center of the circle representing the downturned portion of the 
diffuser is located at the reference point you specify. For a description of the possible 
reference point prompts, see the Reference Point Definition section at the beginning of this 
appendix. The system prompts: 

*** FITTING LOCATION *** 

The next prompt is for the fitting centerline. The fitting centerline determines the 
orientation of the fitting. You may use the fitting centerline or any line on the drawing 
which has the proper orientation. The system prompts: 

*** FITTING CENTERLINE *** 

INDICATE CENTERLINE 
INDICATE LINE 

Use the graphics cursor to indicate the centerline and line. 

The next prompt is for .the fitting direction. The fitting direction for the square diffuser 
is the direction away from the downturned portion of the elbow. The response to this prompt 
is a screen selection in the direction along the centerline where you want the fitting to be 
located. The system prompts: 

INDICATE FITTING DIRECTION 

If the system cannot determine the fitting direction from your selection, the following 
message is displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 

You return to the INDICATE FITTING DIRECTION prompt. 

The program draws the diffuser. You return to the ELBOW DIFFUSER PARAMETERS prompt to draw 
more square diffusers. 


LATERAL DIFFUSER 

When you begin the lateral diffuser program, the system displays: 

ENTER SIX CHARACTER NAME 

DIFLAT 

GPL 
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The first prompt in the lateral diffuser program is for the diffuser parameters: 

*** LATERAL DIFFUSER *** 

LATERAL DIFFUSER PARAMETERS • 

1. NECK DIA. » 8.0000 

2. DIF. DIA. = 24.0000 

3. DIF. LEN. » 4.0000 

You may exit the diffuser program at this prompt by entering operation reject ([). 

The parameters for drawing a lateral diffuser are the neck diameter, the diffuser width and 
the diffuser length. The neck diameter is the duct diameter of the duct to the diffuser. 

The diffuser width is the lateral dimension of the diffuser. The diffuser length is the 
short dimension of the diffuser. The neck diameter, diffuser width, and diffuser length 
entered will be retained by the system and reused in diffuser and in other fitting programs . 

In response to this prompt, enter the neck diameter and, if necessary, the diffuser width 
and length. Enter operation complete (]). If the displayed parameter values are correct, 
only operation complete (]) is necessary. 

The neck diameter for the lateral diffuser program must be greater than 0 inches. If the 
diameter entered is less than zero, the following message is displayed: 

DIAMETER MUST BE GREATER THAN 0". 

The diffuser width for the lateral diffuser program must be greater than 0 inches. If the 
width entered is less than zero, the following message is displayed: 

WIDTH MUST BE GREATER THAN 0". 

If the diffuser length entered is less than 0 Inches, the following message is displayed: 

\ 

LENGTH MUST BE GREATER THAN 0". 

After any of these messages, you return to the LATERAL DIFFUSER PARAMETERS prompt. 

The next prompt is for the fitting location. The fitting location for the lateral diffuser 
is by reference point. The point in the center on the diffuser side of the neck is located 
at the reference point you specify. For a description of the possible reference point 
prompts, see the Reference Point Definition section at the beginning of this appendix. The 
system prompts: 

*** FITTING LOCATION *** 

The next prompt is for the fitting centerline. The fitting centerline determines the 
orientation of the fitting. You may use the fitting centerline or any line on the drawing 
which has the proper orientation. The fitting centerline runs through the center of the 
fitting neck. The system prompts: 

*** FITTING CENTERLINE *** 

INDICATE CENTERLINE 
INDICATE LINE 

Use the graphics cursor to indicate the centerline and line. 


V, 
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The next prompt is for the fitting direction which, for the lateral diffuser, is the 
direction from the neck to the diffuser. The response to this prompt is a screen selection 
in the fitting direction. The system prompts: 

INDICATE FITTING DIRECTION 

If the system cannot determine the fitting direction from y r selection, the following 
message is displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 

You return to the INDICATE FITTING DIRECTION prompt. 

The program draws the diffuser. You return to the LATEEIAL DIFFUSER PARAMETERS prompt to 
draw more lateral diffusers. 
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MISCELLANEOUS 



The miscellaneous fitting programs are located on the right section of the HVAC2 tablet 
overlay. To begin a miscellaneous fitting program, touch the appropriate square with the 
tablet stylus. 


OFFSET 

When you begin the offset program, the system displays: 

ENTER SIX CHARACTER NAME 

OFFSET 

GPL 

The first prompt in the offset program is for the offset diameter: 

*** OFFSET FITTING ** 

OFFSET DIAMETER 
MAIN DIA. = 18.0000 

You may exit the offset program at this prompt by entering operation reject ([). 

The first parameter for drawing an offset fitting is the duct diameter of the offset. The 
duct diameter entered is retained by the system and reused in offset and in other fitting 
programs . 

In response to this prompt, enter the duct diameter and enter operation complete d). If 
the displayed parameter value is correct, only operation complete (]) is necessary. 
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The duct diameter for the offset program must be greater than 0 inches. If the diameter 
entered is less than zero, the following message is displayed: 


C 

O 

o 


DIAMETER MUST BE GREATER THAN 0". 

You return to the OFFSET DIAMETER prompt. 

The next prompt is for the offset length. The offset fitting program calculates the offset 
length to be two times the offset diameter and displays this value in a parameter 
statement. You may accept it with operation complete (]) or change it by entering a new 
value. The system prompts: 

OFFSET LENGTH 
LENGTH = 36.0000 

In response to this prompt, enter the duct diameter and operation complete (]). If the 
displayed parameter value is correct, only operation complete (]) is necessary. 

The length of the offset fitting must be greater than 0 inches. If the length entered is 
less than zero, the following message is displayed: 

LENGTH MUST BE GREATER THAN 0". 

You return to the OFFSET DIAMETER prompt . 

The next prompt is for the fitting location. The fitting location for the offset fitting is 
by reference point. The outside center of one end of the fitting is located at the 
reference point you specify. For a description of the possible reference point prompts, see 
the Reference Point Definition section at the beginning of this appendix. The system 
prompts : 

*** fitting location *** 

The next prompt is for the fitting first centerline. The fitting centerlines determine the 
orientation of the fitting. You may use the fitting centerline or any line on the drawing 
which has the proper orientation. Both centerlines must be in the proper orientation and • 
they must be the correct distance apart if they are not the actual offset fitting 
centerlines. The system prompts: 

*** fitting first CENTERLINE *** 

INDICATE FIRST CENTERLINE 
INDICATE LINE 

Use the graphics cursor to indicate the first centerline and line. 

The next prompt is for the fitting second centerline. The system prompts: 

INDICATE SECOND CENTERLINE 
INDICATE LINE 

Use the graphics cursor to indicate the second centerline and line. 

The next prompt is for the fitting direction (the direction the fitting should point). The 
response to this prompt is a screen selection in that direction. The system prompts: 

INDICATE FITTING DIRECTION 
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If the system cannot determine the fitting direction from your selection, the following 
message is displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 

You return to the INDICATE FITTING DIRECTION prompt. 

If the offset is more than three-quarters (75 percent) of the main diameter, the following 
message is displayed: 

OFFSET EXCEEDS 3/4 MAIN DIAMETER 

1. =■ 13.5000 

2. = 14.0000 ' 

PLEASE USE FABRICATED ELBOWS 
AND A LENGTH OF DUCT 

The first number displayed is three-quarters (75 percent) of the main diameter and the 
second number is the offset distance between the two centerlines. 

You return to the OFFSET DIAMETER prompt. 

The program draws the offset. You return to the OFFSET DIAMETER prompt to draw more offsets. 


VOLUME DAMPER 

When you begin the volume damper program, the system displays: 

ENTER SIX CHARACTER NAME 

VOLDMP 

GPL 

The first prompt is for the volume damper diameter: 

*** VOLUME DAMPER ** 

VOLUME DAMPER DIAMETER 
MAIN DIA. » 18.0000 

You may exit the volume damper program at this prompt by entering operation reject ([). 

The only parameter for drawing a volume damper is the large diameter. The large diameter is 
the duct diameter of the volume damper. The duct diameter entered is retained by the system 
and reused in this and in other fitting programs. 

In response to this prompt, enter the duct diameter and operation complete (]). If the 
displayed parameter value is correct, only operation complete (]) is necessary. 

The duct diameter for the volume damper program must be greater then 0 inches. If the 
diameter entered is less than zero, the following message is displayed: 

LARGE DIAMETER MUST BE GREATER THAN 0". 

You return to the VOLUME DAMPER DIAMETER proa.pl . 
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The next prompt is for the fitting location. The fitting location for the volume damper is 
by reference point. The outside center of the large end of the fitting is located at the 
reference point you specify. For a description of the possible reference point prompts, see 
the Reference Point Definition section at the beginning of this appendix. The system 
prompts : 

*** FITTING LOCATION *** 

The next prompt is for the fitting centerline. The fitting centerline determines the 
orientation of the fitting, but not the location. You may use the fitting centerline or any 
line on the drawing which has the proper orientation. The system prompts: 

*** FITTING CENTERLINE *** 

INDICATE CENTERLINE 
INDICATE LINE 

Use the graphics cursor to indicate the centerline and line. 

The next prompt is for the fitting direction, which is the direction the fitting is to 
point. The response to this prompt is a screen selection in that direction. The system 
prompts: 

INDICATE FITTING DIRECTION 

If the system cannot determine the fitting direction from your selection, the following 
message is displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 

You return to the INDICATE FITTING DIRECTION prompt. 

The program draws the volume damper. You return to the VOLUME DAMPER DIAMETER prompt to 
draw more volume dampers. 


BELLMOUTH 

When you begin the bellmouth program, the system displays: 

ENTER SIX CHARACTER NAME 

BELMTH 

GPL 

The first prompt in the bellmouth program is for the bellmouth diameter: 

*** BELLMOUTH FITTING ** 

BELLMOUTH FITTING DIAMETER 
MAIN DIA. = 18.0000 

You may exit the bellmouth program at this prompt by entering operation reject ([). 

The only parameter for drawing a bellmouth is the main diameter. The main diameter is the 
duct diameter of the bellmouth outlet duct. The duct diameter you enter is retained by the 
system and reused in this and in other fitting programs. 

in response to this prompt, enter the duct diameter and operation complete (]). If the 
displayed parameter value is correct, only operation complete (]) is necessary. 
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The duct diameter for the bellmouth program must be greater than 0 inches. If the diameter 
entered is less than zero, the following message is displayed: 

DIAMETER MUST BE GREATER THAN 0". 

You return to the BELLMOUTH FITTING DIAMETER prompt. 

The next prompt is for the fitting location. The fitting location for the bellmouth is by 
reference point. The center of the large end of the fitting is located at the reference 
point you specify. For a description of the possible reference point prompts, see the 
Reference Point Definition section at the beginning of this appendix. The system prompts: 

*** FITTING LOCATION *** 

The next prompt is for the fitting centerline. The fitting centerline determines the 
orientation of the fitting. You may use the fitting centerline or any line on the drawing 
which has the proper orientation. The system prompts: 

*** FITTING CENTERLINE *** 

INDICATE CENTERLINE 
INDICATE LINE 

Use the graphics cursor to indicate the centerline and line. 

The next prompt is for the fitting direction, (the direction the fitting is to point). The 
response to this prompt is a screen selection in that direction. The system prompts: 

INDICATE FITTING DIRECTION 

If the system cannot determine the fitting direction from your selection, the following 
message is displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 

You return to the INDICATE FITTING DIRECTION prompt. 

The program draws the bellmouth. You return to the BELLMOUTH FITTING DIAMETER prompt to 
draw more bellmouths. 


SQUARE TO ROUND 

When you begin the square to round fitting program, the system displays: 

ENTER SIX CHARACTER NAME 

SQRRND 

GPL 

The first prompt in the square to round fitting program is for the square to round 
parameters: 

*** SQUARE TO ROUND *** 

FITTING PARAMETERS 

1. ROUND DIA. = 18.0000 

2. SQR. WIDTH = 24.0000 

You may exit the square to round fitting program at this prompt by entering operation reject 

([). 
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The parameters for a square to round fitting are the round diameter, the square width, and 
the fitting length. The round diameter is the round duct diameter of the square to round 
fitting. The square width is the width of the rectangular duct. The fitting length is the 
length of the fitting and is prompted for after the round diameter and square width are 
known. The round diameter and square width you enter are retained by the system and reused 
in this and in other fitting programs. 

In response to this prompt, enter the round diameter and the square width. Enter operation 
complete (]). If the displayed parameter value is correct, only operation complete (]) is 
necessary. 

The round diameter for the square to round fitting must be greater than 0 inches. If the 
diameter you enter is less than zero, the following message is displayed: 

ROUND DIAMETER MUST BE GREATER THAN 0". 

You return to the SQUARE TO ROUND FITTING PARAMETERS prompt. 

The square width for the square to round fitting must be greater than 0 inches. If the 
width you enter is less than zero, the following message is displayed: 

SQUARE WIDTH MUST BE GREATER THAN 0". 

You return to the SQUARE TO ROUND FITTING PARAMETERS prompt. 

The next prompt is for the fitting length. The square to round fitting program calculates 
the fitting length necessary to have a 15o flare-out from the round to the square 
fitting. This value is displayed. You may accept it with operation complete ( ] ) or change 
it to another value. The system prompts: 

FITTING LENGTH 
LENGTH =» 11.1962 

The fitting length for the square to round fitting must be greater than 0 inches. If the 
length entered is less than zero, the following message is displayed: 

FITTING LENGTH MUST BE GREATER THAN 0*’. 
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You return to the SQUARE TO ROUND FITTING PARAMETERS prompt. 

The next prompt is for the fitting location. The fitting location for the square to round 
fitting is by reference point. The outside center of the round end of the fitting is 
located at the reference point you specify. For a description of the possible reference 
point prompts, see the Reference Point Definition section at the beginning of this 
appendix. The system prompts: 

*** fitting location *** 

The next prompt is for the fitting centerline. The fitting centerline determines the 
orientation of the fitting. You may use the fitting centerline or any line on the drawing 
which has the proper orientation. The system prompts: 

*** fitting centerline *** 

INDICATE CENTERLINE 
INDICATE LINE 

Use the graphics cursor to indicate the centerline and line. 

The next prompt is for the square direction (the direction the square part of the fitting 
should point). The response to this prompt is a screen selection in that direction. The 
system prompts: 

INDICATE SQUARE DIRECTION 

If the system cannot determine the square direction from your selection, the following 
message is displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 

You return to the INDICATE SQUARE DIRECTION prompt. 

The program draws the square to round fitting. You return to the SQUARE TO ROUND FITTING 
PARAMETER prompt to draw more square to round fittings. 


FLEXIBLE DUCT 

When you begin the flexible duct program, the system displays: 

ENTER SIX CHARACTER NAME 

FLDUCT 

GPL 

The first prompt in the flexible duct program is for the first fitting end. There are no 
parameters for the flexible duct program. The flexible duct program is used after the 
flexible elbows and other fittings have been added to the drawing to connect the fittings 
with flexible duct. Therefore the prompts are the ends of the fittings to be connected. 

The entities selected should be the lines representing the ends of the fitting. You may use 
either the dashed lines or the solid lines. The system prompts: 

*** FLEXIBLE DUCT *** 

*** FIRST FITTING END *** 

INDICATE FIRST FITTING END 

You may exit the flexible duct program at this prompt by entering operation reject ([). 
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Indicate the first fitting end, using the graphics cursor. The system prompts: 

*** SECOND FITTING END *** 

INDICATE SECOND FITTING END 

Indicate the second fitting end, using the graphics cursor. 

If the two fitting ends are of equal diameter, they are joined by flexible duct 
representation. The program returns you to the prompt for the first fitting end. 

If the fitting ends are not of equal length, the following message is displayed: 

*** FITTINGS NOT EQUAL DIAMETER *** 

You return to the FIRST FITTING END prompt. 

This program will detect unequal lengths, but not incorrect orientations. If the fitting 
ends are not parallel or if they are parallel but not aligned, they still connect in some 
way with flexible duct representation. It is your responsibility to ensure that the fitting 
ends are parallel and aligned correctly. 


DUCT 

When you begin the duct program, the system displays: 

ENTER SIX CHARACTER NAME 

DUCT 

GPL 

The first prompt in the duct program is for the first fitting end. There are no parameters 
for the duct program. The duct program is used after the fittings have been added to the 
drawing to connect the fittings with the duct. Therefore, the prompts are for the ends of 
the fittings to be connected. The entities selected should be the lines representing the 
ends of the fittings. You may use either the dashed lines or the solid lines. The system 
prompts : 

*** DUCT *** 

*** FIRST FITTING END *** 

INDICATE FIRST FITTING END 

You may exit the duct program at this prompt by entering operation reject ([). 

Indicate the first fitting end using the graphics cursor. The system prompts: 

*** SECOND FITTING END *** 

INDICATE SECOND FITTING END 

Indicate the second fitting end, using the graphics cursor. 

If the two fitting ends are of equal diameter, they are joined by duct representation. The 
program returns you to the INDICATE FIRST FITTING END prompt. 

If the fitting ends are not of equal length, the following message is displayed: 

*** FITTINGS NOT EQUAL DIAMETER *** 

You return to the INDICATE FIRST FITTING END prompt. 
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This program will detect unequal lengths, but not incorrect orientations. If the fitting 
ends are not parallel or if they are parallel but not aligned, they still connect in some 
way with duct representation. It is your responsibility to ensure that the fitting ends are 
parallel and aligned correctly. 


COUPLING/NECK 

The coupling/neck program is used to draw couplings or necks on the drawing. If you want to 
draw duct to a VAV box, you must put a neck at the appropriate location on the VAV box. 

When you begin the coupling/neck program, the system displays: 

ENTER SIX CHARACTER NAME 

CPLING 

GPL 

The first prompt in the coupling/neck program is for the coupling/neck parameters: 

*** COUPLING/NECK *** 

COUPLING/NECK PARAMETERS 

1. ' DIAMETER = 18.0000 

2. LENGTH = 2.0000 

You may exit the coupling/neck program at this prompt by entering operation reject ([). 

The parameters for drawing a coupling/neck are the diameter and the length. The diameter is 
the duct diameter of the coupling/neck. The length is the length of the coupling /neck. The 
diameter and length you enter are retained by the system and used in other fitting programs. 

In response to this prompt, enter the duct diameter and operation complete (]). If the 
displayed parameter values are correct, only operation complete (]) is necessary. 

The diameter for the coupling/neck program must be greater than 0 inches. If the diameter 
entered is less than zero, the following message is displayed: 

DIAMETER MUST BE GREATER THAN 0". 

You return to the COUPLING/NECK PARAMETERS prompt. 

The length for the coupling/neck program must be greater than 0 inches. If the length 
entered is less than zero, the following message is displayed: 

LENGTH MUST BE GREATER THAN 0". 

You return to the COUPLING/NECK PARAMETERS prompt. 

The next prompt is for the fitting location. The fitting location for the coupling/neck is 
by reference point. The center of one end of the fitting is located at the reference point 
you specify. For a description of the possible reference point prompts, see the Reference 
Point Definition section at the beginning of this appendix. The system prompts: 

*** FITTING LOCATION *** 
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The next prompt is for the fitting centerline. The fitting centerline determines the 
orientation of the fitting. You may use the fitting centerline or any line on the drawing 
which has the proper orientation. The system prompts: 

*** FITTING CENTERLINE *** 

INDICATE CENTERLINE 
INDICATE LINE 

Use the graphics cursor to indicate the centerline and line. 

The next prompt is for the fitting direction (the direction the fitting is to go). The 
response to this prompt is a screen selection in that direction. The system prompts; 

INDICATE FITTING DIRECTION 

If the system cannot determine the fitting direction from your selection, the following 
message is displayed: 

RESELECT DIRECTION - ZERO LENGTH SEGMENT 

You return to the INDICATE FITTING DIRECTION prompt. 

The program draws the coupling/neck. You return to the COUPLING/NECK PARAMETERS prompt to 
draw more coupling/necks. 


DAMPER 

When you begin the manual damper program, the system displays: 

ENTER SIX CHARACTER NAME 

DAMPER 

GPL 

The first prompt is for the manual damper location: 

*** MANUAL DAMPER *** 

*** MANUAL DAMPER LOCATION *** 

You may exit the manual damper program at this prompt by entering operation reject ([). 

The first prompt is for the damper location. The damper location for the manual damper is 
by reference point and by centerline. The reference point you specify is projected onto the 
centerline or duct outline you select , so the reference point you select becomes the 
location on the duct or centerline where you want the manual damper drawn. Screen position 
will work adequately in most cases for this. For a description of the possible reference 
point prompts, see the Reference Point Definition section at the beginning of this 
appendix. The system prompts: 

*** DAMPER LOCATION *** 

The next prompt is for the damper first or centerline. There are two modes for drawing a 
manual damper. The first uses the fitting centerline and draws a manual damper across it. 
The second uses the duct outline. In the first mode, you select the fitting centerline and 
enter the duct diameter. In the second you select the two lines representing the duct. 
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The damper first or centerline determines the orientation of the damper. The damper will 
either be drawn centered on the centerline or extending over both duct outlines. The system 
prompts : 

*** DAMPER FIRST OR CENTERLINE *** 

INDICATE FIRST OR CENTERLINE 
INDICATE LINE 

Use the graphics cursor to indicate the centerline and line. 

The next prompt is for the handle direction. The handle direction indicates which end of 
the damper is to have the handle and which direction the handle is to point. The response 
to this prompt is a screen selection in the quadrant that the handle should point. The 
system prompts : 

INDICATE HANDLE DIRECTION (QUADRANT) 

If the system cannot determine the handle direction from your selection, the following 
message is displayed: 

SELECT DIRECTION - ZERO LENGTH SEGMENT 

You return to the INDICATE HANDLE DIRECTION prompt. 

The next prompt is for the second line of the duct outline. The system prompts: 

USE [ OR ] TO USE PARAMETER ENTRY MODE 
INDICATE SECOND LINE 

At this point, select the second line of the duct outline, enter operation complete (]), or 
enter operation reject ([). 


Duct Outline Mode 

If you select the second duct line, the program calculates the distance between the lines 
and uses the distance for the damper diameter. The diameter calculated is retained by the 
system and used in other fitting programs. 

If the lines selected as the duct outline Intersect, the following message is displayed: 
LINES INTERSECT. . . 

You return to the INDICATE HANDLE DIRECTION prompt. 

If the calculated diameter is less than zero, the following message is displayed: 

DIAMETER MUST BE GREATER THAN 0". 

You return to the INDICATE HANDLE DIRECTION prompt. 

The program draws. the manual damper. You return to the manual damper location nrompt to 
draw more manual dampers. 
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Duct Diameter Mode 

If you enter operation complete (]) or operation reject ([) in response to the second line 
prompt, the system prompts you to enter the duct diameter. This diameter determines the 
length of the manual damper. The system prompts: 

MANUAL DAMPER DIAMETER 
DIAMETER = 18.0000 

The entered diameter is retained by the system and used in other fitting programs. 

The damper diameter for the manual damper program must be greater than 0 inches. If the 
diameter you enter is less than zero, the following message is displayed: 

DIAMETER MUST BE GREATER THAN 0". 

You return to the MANUAL DAMPER DIAMETER prompt. 

The program draws the manual damper. You return to the MANUAL DAMPER LOCATION prompt to 
draw more manual dampers. 
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FILES REUTED TO THE HVAC TABLET OVERLAYS 

The following are lists of files related to the HVAC tablet overlays. 
CROSS PROGRAMS: 

CROSS - STRAIGHT 90 ° CROSf 

CRSCON - CONICAL 90 ° CROSS 

CRSLAT - LATERAL CROSS 

CRSRED - 900 REDUCING CROSS 


DIFFUSER PROGRAMS: 

DIFLAT - LATERAL DIFFUSER 

DIFSQU - SQUARE DIFFUSER 


ELBOW PROGRAMS: 


ELBDST 

ELBPLT 

ELBFAB 

ELBMIT 

ELBUP 

ELBDWN 

ELBTAP 

FLELBO 


DIE-STAMPED 45 ° OR 90® ELBOW 
PLEATED 450, 60O, OR 90O ELBOW 
FABRICATED 00-900 ELBOW 
MITERED 900 ELBOW 
UPTURNED ELBOW 
DOWNTURNED ELBOW 
HEEL-TAPPED 90O ELBOW 
FLEXIBLE ELBOW 


TEE PROGRAMS: 


TEE 

TEERED 

TEECON 

TCONRD 

TEEBUL 

TBULRD 


STRAIGHT 900 TEE 
REDUCING 900 XEE 
CONICAL 900 tee 
REDUCING 900 CONICAL TEE 
BULLHEAD TEE 
REDUCING BULLHEAD TEE 


LATERAL PROGRAMS: 


LATERL - STRAIGHT LATERAL 

LATRED - REDUCING LATERAL 

LATCON - CONICAL LATERAL 

LCONRD - REDUCING CONICAL LATERAL 


Y-BRANCH PROGRAMS: 


YBRNCH - 900 y-BRANCH 

YBRRED - REDUCING 90° Y-BRANCH 


REDUCER PROGRAMS: 

REDCON - CONCENTRIC REDUCER 

REDECC - ECCENTRIC REDUCER 
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MISCELLANEOUS PROGRAMS: 


OFFSET 

- 

OFFSET 

VOLDMP 

- 

VOLUME DAMPER 

BELMTH 

- 

BELLMOUTH 

SQRRND 

- 

SQUARE-TO-ROUND 

.LDUCT 

- 

FLEXIBLE DUCT 

DUCT 

- 

DUCT 

CPLING 

- 

COUPLING/NECK 

DAMPER 


MANUAL DAMPER 

SINGLE LINE 

PROGRAMS: 

HMODAL 

- 

HVAC MODAL PROGRAM 

HINIT 

- 

HVAC VARIABLE INITIALIZATION PROCEDURE 

HTRUNK 

- 

TRUNK SEGMENT PROGRAM 

HRUNOU 

- 

RUNOUT SEGMENT PROGRAM 

HVAVB 

- 

VARIABLE AIR VOLUME BOX PROGRAM 

HDIFFU 

- 

LATERAL DIFFUSER SINGLE LINE PROGRAM 

HRTSEG 

- 

REPLACE TRUNK SEGMENT PROGRAM 

HDECTN 

- 

DECREMENT TRUNK COUNTER PROGRAM 

HRESET 

- 

RESETS SOME DDN MODALS AT END OF SINGLE LINE PROGRAMS 

TOFLEX 

— 

CHANGES SINGLE LINE TO FLEXIBLE REPRESENTATION 

GPL PROCEDURES: 


PROCGPL 

- 

NUMEROUS UTILITY GPL PROCEDURES 

TABLET FILES 



HMSTR 

— 

MSTRING FILE 

HTFILE 

- 

TFILE 

HVACTAB 

- 

TABLET GRAPHICS 

GPL LIBRARY: 

HVACLIB 

- 

GPL LIBRARY 

PROCEDURE FILES 

TO EXECUTE HVAC MODULE: 

721 

— 

FOR 721 TERMINAL 


PROCEDURE FILES: 

PROCFIL - CONTAINS PROCEDURE B TO COMPILE GPL PROGRAMS 

GPLC - COMPILES GPL PROGRAMS - CALLED BY B 

GPLN - ADDS COMPILED GPL PROGRAM TO GPL LIBRARY 

HVGPLC - COMPILES ALL HVAC GPL PROGRAMS 
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INDEX 


Angle A“1 
Angle/Distance 3-45 
Arc A-1 

Attribute management 3-28; K-10 
Attributes B-2; E-1 


Balloon 3-16 
Begin layout 3-39 
Beginning reference point 3-43 
Delta 3-44 

Delta from line end 3-44 
Delta from point 3-44 
Delta from screen position 3-45 
Key-in 3-43 
Line end 3-44 
Menu 3-43 
Point 3-44 
Screen position 3-43 
Bill of materials 3-28 
Blank 

Points 3-31 
Levels, FACl 3-30 

Levels , MGR2 3-86 

Operations (HVAC) M-13 
Windows 3-86 

Building perimeter layout 2-4 


CALCULATE 3-10 
CANON 3-17 
Change page 

Fac layout 3-67, 73 
Haworth components 3-67 
Office furniture 3-73 
Change wall thickness 3-48 
Chair 3-79 
Character size 3-14 
Circle 3-8 
Close wall 3-48 
Coffee machine 3-79 
Columns 3-48 
COMMON 1-2; 3-16; F-1 
Parts file J-1 
Conference table 3-75 
Construction cost estimates B-3 
Construction modal 3-36 
Credenza 3-79 


Crosses (HVAC) 

Conical M-74 
Lateral M-75 
Menu M-70 
Reducing M-72 
Straight M-71 
Customized terminal use B-3 


Data base formats 

Cost construction estimate I-l 
. Haworth component I-l 
Office component I-l 
Data verify 3-18 
Delete 3-24 

Last entity M-2 
Operations M-11 
Depth A-1 
Desk 3-76 

Diffusers (HVAC) M-78 
Lateral M-79 
Square M-7 8 

Display 3-33 
Door 3-48 
Down 3-57 
Dragging 3-19 
Drafting modals 3-14 
Drafting table 3-77 
Drawing routines 

Double line M-1 

Single line M-1, 18 

Duct size M-10 
Duplicate note 3-59 


Elbows (HVAC) 

Die-stamped elbow (45, 90 
degrees) M-31 

Elbow turning down (90 degrees) M- 
Elbow turning up (90 degrees) M-37 
Fabricated elbow (0 to 90 
degrees ) M-34 

Flexible elbow M-42 
Heel tapped elbow M-40 
Menu M-30 

Mitered elbow (90 degrees) M-36 
Pleated elbow (45, 60, 90 
degrees) M-32 


39 
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3-68 


End wall 3-53 
Entity dragging 3-19 
Entity manipulation 3-25 
Example layout 2-1 

Building perimeter layout 2-4 
Initialize part 2-3 
Interior wall layout 2-5 
New construction symbols 2-9 
New construction walls 2-8 
Office furniture 2-7 
Set grid parameters 2-3 
Trim walls 2-6 


FACl overlay 3-4.1 
Activation 3-4,1 
Tablet overlay 3-1 
Use 3-4,1 
File cabinets 3-73 
File no terminate 3-5 
Files 3-79; H-1 
Font 3-20 
Furniture 3-29 


General ICEM DDN operations (HVAC) 
Color by level M-12 
Color by pen number M-12 
Curve font M-12 
Data verify M-12 
Entity manipulation M-12 
Extend operations M-12 
Grid display M-11 
Grid parameters M-11 
Line M-12 

Line join 2 curves M-12 
Lines parallel M-12 
Models and font menu M-12 
Point M-12 
Point curve end M-12 
Point curve intersection M-12 
Translate M-12 
Trim operations M-12 
Global zoom scale A-1 
GPL 3-13 
Grid 3-34 
Group 3-25; A-1 
Group status of fittings M-2 


HAWl overlay 3-67 
Activate 3-67 
Color 3-68 
Entity grouping 3-68 


Entity name 
Level 3-68 
Menu 3-67 
Origin method 3-68 
Orientation 3-68 
Pen 3-68 

Rotation angle 3-68 
Rotation axis 3-68 
Scale factor 3-68 
Tablet overlay 3-65 
Use 3-67 

Haworth bill of materials B-3; I-l 
Hexagon 3-8 
HVAC A-1; M-1 

Tablet overlays M-2 
HVAC files M-94 

Cross routines M-94 
Diffuser programs M-94 
Elbow programs M-94 
GPL library M-95 
GPL procedures M-95 
Lateral M-94 
Miscellaneous M-95 
Procedure files M-95 
Reducer programs M-94 
Single line programs M-95 
Tablet files M-95 

Tee programs M-94 

Y-branch programs M-94 
HVAC level setting M-1 3 

General tablet overlays M-13 
Set level to double line M-13 
Set level to duct notes M-13 
Set level to single line M-13 
HVAC models M-1 5, 18 

Add notes to drawing M-1 7 
Display modal status M-1 5 
Draw constrained lines M-17 
Flexible connections M-18 
HVAC level management M-1 6 
Initial segment number M-1 6 
Number runouts M-18 
Round to nearest foot M-17 
Trunk numbering parameters M-1 6 
HVAC operations M-18 
Add diffuser M-26 
Add runout segment M-23 
Change runouts M-2 4 
Delete runouts M-24 
Runout schedule report M-24 
Add trunk segments M-19 

Change trunk segments M-21 

Delete trunk segments M-21 

Trunk schedule report M-22 
Add VAV boxes M-25 

VAV box schedule report M-26 
Change to flexible duct M-30 
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Decrement trunk counter M-29 
Replace trunk segment M-27 
HVAC routine initialization module M-14 
HVACl upper overlay M-2 

HVAC2 lower overlay M-30 


ICEM components 1-3 
ICEM Facilities 

Applications 1-1 
Entering 1-4 
Example layout 2-1 
Main menu 1-4 
Initialize part file 3-35 

Interior wall layout 2-5 

Introduction 1-1 


Key-in 

Beginning reference point 3-43 
Next beginning reference point 3-46 


Label 3-14 
Laterals (HVAC) 

Conical M-62 
Menu M-58 

Reducing conical M-63 

Reducing' lateral M-60 

Straight lateral M-58 

LAYl overlay 

Activation 3-39 
Tablet overlay 3-37 
Use 3-39 
Left 3-57 
Levels G-1 
Line 3-6 
Line end 

Beginning reference point 3-44 
Next beginning reference point 3-46 
List 3-15 


Damper M-91 

Duct diameter mode M-92 
Duct outline mode M-92 
Duct M-89 
Flexible duct M-88 
Offset M-82 
Square to round M-86 
• Volume damper M-84 
Modal status 3-21 
Modals 3-18 
Modify 

Font 3-20 
Level 3-22 
Modals 3-67 
Pen 3-22 

Multilevel construction planning 1-1 


New 

Air supply 3-62 
Door symbol 3-62 
Light symbol 3-62 
Switch symbol 3-62 

Outlet symbol 3-62 

Wall symbol 3-60 
Next reference point mode 3-46 
Angle/distance 3-47 
Delta 3-47 
To a line 3-46 
No 3-57 

North symbol F-11 
Note 3-14 


Office bill of materials B-3; I-l 
Office 

Bookcase 3-74 
Cabinet 3-75 
Furniture 2-7 
Offset 

Curve 3-26 
Mode 3-41 
Operation 

Change wall thickness 3-52 

Close wall 3-50 

Columns 3-53 

Delete 3-55 

Door 3-49 

Door trim 3-54 

End wall 3-53 

New beginning ref point 3-54 

Repaint 3-55 

Tee 3-52 

Wall segment 3-56 

Wall string 3-48 


Mechanical layout 3-30 
Menu/cursor mode 3-18 
MGRl, MGR2 overlay 3-83 
Activation 3-83 
Tablet overlay 3-81 
Use 3-83 
Mirror 3-25 

Miscellaneous fittings (HVAC) M-82 
Bellmouth M-85 
Coupling/neck M-90 
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Wall trim 3-50 
Window 3-50 
Zoom 3-5A 

Operator interface 3-1 
Other curves 3-25 
Overlay page 

Access 1-3 
Description 3-1 


Part 3-12 

Pattern 3-12; A-2; B-2 
Permanent structure 3-29 
Place 

On current level 3-12 

On pattern level 3-12 

Plot 3-11 
Point 3-7 ; A-2 
Power layout 3-29 
Primary pattern list F-2 


Rectangle 3-8 
Reducers 

Concentric M-66 
Eccentric M-67 
Menu M-65 

Reference points 3-41 
Reference point definition (HVAC) M-5 
Angle/distance M-9 
Delta M-9 

Delta from line end M-8 
Delta from point M-8 
Delta, screen position M-9 
Identify current reference 
point M-10 
Key-in M-7 
Line end M-7 
Line intersection M-9 
Menu M-5 
Point M-7 
Screen position M-7 
Remove 

Air supply symbol 3-63 
Door symbol 3-63 
Light symbol 3-63 
Outlet symbol 3-63 

Switch symbol 3-63 

Wall symbol 3-61 
Repaint /move window 3-84 
Report writing B-3; I-l 
Reserved file names H-1 
Restore 

CDC layout 3-64 
ETC demo 3-64 


FAC2 LAYl 3-64 
HAWl 3-64 

Haworth patterns 3-64 
MGRl , MGR2 3-64 
Office patterns 3-64 
ROFFl 3-64 
Wing layout ? 64 
Right 3-57 
ROFFl 

Activation 3-71 
Tablet overlay 3-71 
Use 3-71 
Room number 3-29 
Rotate 3-25 

Run time library (RTL) 3-33 


Scale in feet symbol F-11 
Screen position 

Beginning reference point 3-43 
Next ref point mode 3-46 
Set grid parameters 2-3 
Set levels 3-29 
Single select 3-32 
Space accounting 3-29 
Special functions 3-9 
Square footage 3-58 
String construction 3-27 
Support programmer notes B-1 
Attributes B-2 
Customized terminal use B-3 
GPL programs B-1 
Patterns B-2 
Report writing B-3 
Tablet overlays B-1 
Symbol patterns F-10 
Symbols F-1 


Tablet 

FACl 3-3 
HAWl 3-65 
HVACl, HVAC2 M-3 
LAYl 3-37 
MGRl, MGR2 3-81 
Overlay 1-2; A-2; B-1; C-1 
Overlay picks 3-1 
Page 1-2; A-2; C-1 
Pick A-2 
ROFFl 3-71 
Use 1-2 
Tees (HVAC) 

Bullhead M-51 
Conical M-48 
Menu M-44 
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Reducing bullhead M-52 
Reducing conical M-49 
Reducing tee M-46 
Straight M-44 
Terminate current drawing 

Then list building drawings 3-87 
And end session 3-88 
Text angle control 3-14 
TFILE B-1 
3-D 3-33 

Three offset modes 3-41 

Title block 3-21 

To line 3-46 

Trace file execution 2-1 

Translate 3-25 

Trim curves 3-23 

Trim walls 2-6 

2-D 3-33 


Using 

Operation complete ( ] ) M-2 

Operation reject ([) M-2 

Utilities 3-80 


View A-2 

Layout A-3 
Modals A-3 


Wall 

Change thickness 3-52 
Segment 3-56 
String 3-48 
Width 3-40 
Work station 3-69 


Y-branch (HVAC) 




Menu M-54 


Unblank 


Ninety-degree y-branch 

M-54 

Points 3-31 


Reducing ninety-degree 

M-56 

Levels, FACl 

3-30 

Yes 3-57 


Levels , MGR2 

3-80 



Windows 3-86 




UNIPLOT 1-1 


Zoom 3-85 


Up 3-57 


Scale A-3 


Updating the data 

bases 1-3 

Type 3-54 
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